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JOHNSON & PHILLIPS, 
ENGINEERS & ELECTRICIANS, 
14, Union a Broad Street, LONDON, EC. Works: CHARLTON, KENT. 


de bed 


ee 
de 
Ë 
e 
avd 
| 
| ae 
. 
ps 
¥ 
(4 
: + 
+ § 
a 
as 
+4; 
4 
‘ 
€ 
wt 
Se 
ER 
| 
9 
| 
& 
€ 
re 
Pr 
dt 
17 Vy 
e 
4 
2 : or : 
$ 
& 
À 
y "re 
| 


WULCANIZED INDIA-RUBBER À 


AND 


| EVERY DESCRIPTION. . 


BEST AND VALUE. “PROMPT DELIVERY, 


FOR TOWN LIGHTING. 


“WALTER ‘GLOVER & od 
@lectrical Wire and Gable Plakers, | 
| SALFORD, MANCHESTER. | 
Bcdgewatar Btrest Iron, Works. 


Salford Electric Wire Works. 
Springheld Gable Works. 


"LONDON: 


GARDEN, 1 no. 


 CARDEW “NZ OLTMETER 


ELECTRIC SUPPLY CORPORATION and the 
PRINCIPAL HIGH TENSION SUPPLY COMPANIES. =— 


DRAKE & GORHAM, * 


BW. 


COPY OF LETTER JUST RECEIVED AT NEW CRG 
__ A LEADING AND WELL-KNOWN ELECTRICIAN WRITES: 


___ “Having used your ENAMEL considerably for various purposes, I find that it has GOOD INSEE ti 
PROPERTIES FOR ELECTRICAL WORK, being much better than the usual —e ing 
which do not give such an appearance or finish as your ENAMEL.” es 1 


in Tins; or Post Free, 7d.,48. 6d,, and 35. for BATHS, 94., 1s. 94, and 64. from Works, } 
REJECT WORTHLESS IMITATIONS. j 
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ELECTRIC LIGHT 


JAN 20 1891 ; 


* 


7 and Prices on application. 


‘WORKS, IPSWICH; ‘ LONDON. 


0, BILLITER ST, 
UNITED 


PIONEERS OF THE ASBESTOS TRADE. runes of the best possible descriptions 


LIMITED 


ASBESTOS FIRE-PROOF PAINT, for protecting wood- 


a , The OùNLY COMPANY work, troughs for leads, &c. Specify “ SALAMANDER” Brand. 
REY in the World owning ASBESTOS MILLBOARD STRIPS, for ditto. Dept NEWCASTLE-ON- TYNE, Quay Bide 
and working rking Asbestos 41 and @, Gouth John Street; GLASGOW, 


Mines in both ITALY PATENT SALAMANDER LUBRICANT, for BTOL, Provident Care 
and CANADA. sy COVERING for Bollers,&c, Street; ST. PETERSBURG, Gostinoe Dvor 


EREDERLOR «ao CcO., 


CALEDONIA WORKS, HALIFAX. | 
Contractors to Her Majesty's Government & Ratlwary Companies | 


BEST. RHFINHD THLHPHONH WIRE. 
PATENT GALVANISED TELEGRAPH WIRE. 


100 Ib. COILS, HIGH CONDUCTIVITY. 


SPECIALITY :—-TELEGRAPH: WIRE, TO: ALL SPECIFICATIONS. 


COPPER WIRE, hard drawn, mA * conductivity—long lengths; COPPER WIRE and TAPE for | 
Conducto & ae R all sizes for STRAND a 
Lightning u À Cc. or | 


widGiNe à SONS, M | ike} A. 
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Wn. M. FOXCROFT 


(Successor te the late W. Foncroft, also PF. Lucas), 


5 | Telegraph and Telephone Case Manufacturer, 


168, FLEET STREET, | 86, PEROIVAL STREET AND 9, SMITH STREET, | 
ONDOINNT. OLERKEN WELL, LONDON, E.C. 
| SUCCESSOR TO (Offees-PEROIVAL STREET). 


ROBERTSON, & C0, Leck ana Bl | Bell, 
| | PAMPHLET OF COSTS GRATIS. Photometer, Telephone Cases, Battery Boxes, &c., &c. 
— FORTY-TWO PBIZS MEDALS, LONDON, 11; PARIS, 1901 sa 


WROT IRON 
A OR STE EL. 
JBU LAI = GAS, STEAM WATER, 
vs = BOILER TUBES 


SULSs 


for ELECTRICAL CONDUCTORS” PLAIN on GALVANIZED 
nds 


TUBE-workKS. GREAT-BRIDGE, 


LONDON OFFICE:46. QUEEN VICTORIA STe 
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Telegraphic Address 


~ 


TE LEPHONE. 


LIMITED, 
97, MARTIN'S. LANE, CANNON STREET, LONDON, EC. 4 


HIGH TENSION. 


FOR BOARD OF TRADE RULES 


AND 
FIRE OFFICE REGULATIONS. 


NORTH WOOLWICH. 
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THE TELEGRAPHIC JOURNAL AND HLAGTRICAL RE 


4, VICTORIA MANSIONS, WESTMINSTER. 


ALTERNATING CURRENTS, 


Prof. SILVANUS THOMPSON says: — This is the Electrical er 8 ES 


FACTS 


The Crompton-Howell Storage Co., Ltd., have erected, or are erecting, 


{CENTRAL STATION BATTERY. 


in connection with Central Stations sapplying 


300,000 


These Batteries act is a reserve for the above, or will run 


50,000 Lames 


without machinery. 
QUOTATIONS FREE. 


COMPANY, LIMITED. 


MANSION HOUSE BUILDINGS, LONDON, E.C. 


Works:-NEW DOCK, LLANELLY. 
Telegraphic Address: “POROSITY,” LONDON. Telephone 1,663. 
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AND CO. 
For Incandescent or Arc 
Light, 


HALIFAX, 


J. D. F. ANDREWS & Co 


41 & 42, PARLIAMENT STREET, LONDON, S.W. 


Complete System of Concentric 
for Andrews’s Patent J 
9 Switches, Fuses and Fittings. Lists 
Trade Terms on 
Concentric Wire R Free on Application, 
| 


THOMAS BARRACLOUGH & CO. Ltd, 


- Makers of all the most Improved Machinery 
Strand Covering, Lapping, Taping, 


» 

ALSO FOR 4 

STRANDING AND MAKING CA BBE. EISS OF EVERY SIZE AND DESCRIPTION. 
Globe Works, Rochdale Road, Manchester. 1960 


TURNER BROTHERS, | 
134, UPPER THAMES STREET, LONDON. 
IRON AND STEEL... 


a Charcoal Iron Sheets for Dynamo Plates. Transformer Stampings +7 
Discs. Soft C harooal Iron Wire. Soft Wrought Iron Fergings for 
Mild id Steel. Mild nd mer pe for Shafting. Sheer Steel, 
Tool Steel, Files, Brass and Tubes. steel 


1 Wrought Irou and 
Electrical Conductors. rohant Iron and Steel, Hoops, 


ARTHUR B. GILL & Co., 
Glectric Zight and General Gugineers, 
4, BOMBAY STREET, BERMONDSEY, LONDO., SE. 


everlasting. No sparking on the actual contact pieces. These switches improve 
with using. ue d tee “GILL” DYNAMO AND MOTOR, which are un- 
+ SUPPLIERS OF ALL ELECTRICAL 


Telephone No. 4883.. Telegraphic Address: “TORQUE.” 249 


COARBON S. 


H. & F. CHAMBERLAIN, 


Manufacturers of Pure Carbon Points, Tubes, Filters, 
Cells and Battery Plates of every description. 


WorREKs:- 


Electric Wire and | 


| CARL OPPERMANN, 2, Wynatt St. Clerkenwe 


ESTABLISHED 1869, 


MANGANESE ana 
CARBONS. 


TALC, SLICES, PENCILS: MICA. LUMP, CUT, AND POWDERED, 


GEO. G. BLACKWELL. 
Works: GARSTON. Chief Office: 25 & 27, Irwell Chambers, LIVERPOOL 
Telegrams: “ BLACKWELL, LIVERPOOL" TELEPHONES. 


EXCELSIOR | 
ELECTRO-PLATING DYNAMO§ 


For Nickel and Silver Plating, Brassing, Electro-typing, 4c, 
as used by all the principal Platers in Lon 


PRICES FROM £6. Numerous Testimonish 
_ VATS, ANODES, AND COMPLETE OUTFITS. 


STIFF & 


BETH . LONDON 
MANUPACTURERS OF 


PLUMBAGO CRUCIBL 3 
Testimonials show 30 to 50 meltings each. | & 


STONEWARE INSULATORS 


LARGE STOCK OF ALL PATTERNS AND SIZES, 


SWITCH BLOCKS, FUSE BLOCKS, 
Vitrified Tubes for Electric Wires, Porous Cells, Battery Ja 
Electrical 


ACKNOWLEDGED BY USERS 


LARGE STOCK Iw LONDON. 


Telegraphic Address:—“CARBON BARNSLET" 8398 Every kind of Stoneware. 
Bg | AWARDS:-PARIS AND VIENNA ELECTRICAL EXHIBITION | 
REA ELE. A’S 


ARC LIGHT CARBONS 


SUPERIOR TO ALL 


rue soue acexrs:-CATHCART AND PETO, 


PRICES AND SAMPLES FROM 


| 758, HATTON GARDEN, E.C. and VULCAN WORKS, ISLINGTON, N., LOND 
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SWITCHES, CUT-OUTS, CEILING ROSES, 


PORCELAIN OR SLATE. FANCY OR PLAIN. 


Till 
il 
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WRITH FOR PRICES. 


WOODHOUSE RAWSON UNITED, LIMITED, 


LONDON, MANCHESTER, BRADFORD & KIDSGROVE. 


Telegrams: “WOODHOUSE, LONDON.”  Teleph-ne No. 1978. 
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Tanners, Carriers & Leather Merchants, 
PARK ROAD LEATHER WORKS, 


BINGLEY, YORKSHIRE. 


AWARDS.—Leeds, 1878; Paris, 1878; Bradford, 1882; Amsterdam, 1883 
Huddersfield, 1883; International Inventions, 1885 
DEEE and Indian, 1886; Saltaire, 1887. 


patent V or Triangular and 
Square Leather Ropes. 
Specialities 
For Electric 


Selected w ‘the Counell to the Leather Belting for the 
Machinery in the Electric Light Department of the Inventions Exhi- 
bition, 1885, and again in the same Department ee Indian 
Exhibition, 1886. 


FOR DRIVING THE MACHINERY IN THE ELECTRIC’ 
DEPARTMENT Or THE 


INTERNATIONAL INVENTIONS EXHIBITION OF 1885. 


The following particulars relating to a portion. of the Main Belts for D: iving the 
Muchinery in the Electric Light Department of the International Inventions Exhibi- 
tion of 1885 may be of interest, showing such combined results in Belt — us 
have piobably never been previously attained :— 


LE 


Length. Width. Speed. Transmitted. 
No, 1—70 feet inches per 120 LH.P, 
No. 3—60 feet 16 inches .. .. feet 1.180 
No. 4—86 feet x 2t inches .. .. feet n ce oe LH.P. 
No, 5—86 feet x 15 inches .. .. 2,585 feet o IR: à 
No. 6—86 feet x 15 inches .. .. 2,685 feet ” « WO » 


JOHN WHITE & SONS supplied the Main Driving Belts at 


HUDDERSFIELD ,, 1888. 
SALTAIRE BXHIBITION - - - 4887. 


Being awarded GOLD MEDALS ON ALL THE OCCASIONS for complete 
efficiency. 


‘ 


ELECTRIC WIRES | 


insulated Wire und Cables 
of every description for 


Electrical Instruments, 
Bella, Telephones, Electric 
Lighting, &c., &o. 
T 


UNITED ELECTRIC WIRE Cd 


14a, Clerkenwell Green. London, E.C. mi 


THE we EXCELSIOR” 
(PATENT ). 

efficiency and durability at considerably reduced 
SOLE MAKERS- 
STANLEY & paving 

Glectrical Gugineers, 


THE GENERAL ELECTRIC 


POWER 


Flectric Works, Kentish Town, LONDON, N.W.; and at 35, NEW BROAD STREET, Ry 


DYNAMOS & MOTORS 


For ELECTRIC LIGHTING and POWER WORK. 
ELECTRO DEPOSITION OF METALS. 


ELECTRIC LAUNCHES 


On the Thames for SALE or HIRE. Terms on aggtention 
at Platts Eyot, Hampton. 


ELECTRIC TRACTION 


Lines equipped under the Immisch, Sprague, Julien, and 
other Paten's. 


The North Metropolitan Tramway Co.’s line, Barking Reed, 
now run by Electric Cars of this Company. 


ESTIMATES AND FULL PARTICULARS 


COMPANY, LIMITED. 


ON APPLICATION... 
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SELIG, SONNENTH 


CO. 
HUROPHAN AGENTS FOR 
| THE « CLEVELAND’ 


The Genuine American WHITON’S | WHITON’S 
“CLEVELAND” | gniversat ano UNIVERSAL AND INDEPENDENT Highly-finished | 
TWIST DRILLS. : LATHE AND DRILL LATHE AND DRILL Self-Feeding& Expansion — 
CHUCKS. CHUCKS. REAMERS. | 


THE “CLEVELAND” HIGHLY-FINJSHED 
SELF-FEEDING REAMERS. 


These Reamers are self-feeding, the screw point drawing them into the work as rapidly as they are 
turned round. They are also grooved eccentrically. This pecular milling prevents the chattering of 
the Reamer when at work. These Reamers will make asmoother and truer hole than any on the market. 


THE" GREEN RIVER” 
SCREW PLATE 


Does its work at a 
single cut. The die 
is adjustable for wear. 
The threads cut with 
it are far more per- 
fect than those made 
in ordinary dies, and 
are equal to the best 
lathe work. 


THE “GREEN RIVER” 
SCREW PLATE. | 


It does five tin.cs 
tLe work that can be 
done in the old way, 
and is much more 
= durable than the 
ordifiary screw plate. 
The material and 
workmanship are of 
_ the highest quality. 


THE NEW “LIGHTNING” PIPE SCREW PLATE PATENT PARALLEL MACHINE VICE 
For Screwing Iron Gas Tube at once going over. Holds work slightly une with equal tightness @ at both ends. 
FR Ilolds work of any degree of taper No hammering down. Quick 


adjustment. By the action of ‘the Sliding Jaw Plate the 
upper surface of the work is bound to be true with the under one. 


ASSORTMENT D 


_ These Screw Plates are fiaished in the most 
perfect manner throug: out. 


IN STOCK READY for IMMEDIATE DELIRERT- 


A large assortment of Lathes, Radial ani Pillar Drilling Machines, Milling, Planing aud other Machine Tools. 


85, Queen Victoria Street, & Lambeth Hill, LONDON. 
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1 THE GREEN RIVER SCREW. PLATE. : | 
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PERFECT SCREWS AT A SINGLE CUT, | 
a - À | | | | . | 
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4 | Work can be drilled through below the bottom | 
| of the jaws. | 
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SC PHOSPHOR BRONZE 
CASTINGS, 


Phosphor Bronze 


for Springs, Ropes, Screws, 
Rods, Sheets, &c., Bearings, Bushes, 


OF SPURIOUS IMITATIONS, FALSE REPRESENTATIONS. AND WFRNGEMENTS OF OUR PATENT 


HARTMANN & BRAUN’S 


VOLT AMPERE 


FOR CONTINUOUS AND ALTERNATING CURRENTS. 


a) For PRIVATE INSTALLATIONS, . 
For CENTRAL LIGHT and POWER STATIONS, src 
For SHIP INSTALLATIONS, TYPES 


Hartmann & Braun's New Blectricity Meters. 


TO THE TRADE ONLY. 


Why go on using closed iron 


Fireproof Cases Extra. 
circuits when a 
MP. Price. Lamps. | Price. 
HEDGEHOG’). 
Costs half, and has a fifth of | 199 | 411218 0 || 750 | 30 | 88 0 0 
reas et’ 150 6 | 17 17 O0 | 1000 | 40 | 70 0 0 


Sizes under 2 HP by the dzen only 


SWINBURNE «Co. The two-lighter is s specialty fur street 


"3 lighting, price with case and brackets complete 
Broom Hall Works, £2 ang , Saving more tban its cost in secondary 


TEDDIN GTON, ENGLAND. Above 400 lights not stocked. 
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| | | 
Patent | A> Patent Silicium | ; 
PHOSPHOR BRONZE is 
Wire of Great Tensile ‘ 
and High Conductivity for Telephol 
14. 
and other wearing parts & and Telegraph Lines & : 
of Machinery à SOLE PROPRIETORS # Electrical purposes. : 
Of the British and Colonial Patents, 
| Yg 2 87, Sumner Street, Southwark, London, 8.E. + 1 
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DORMAN & SMITH, 


ELECTRICAL ENGINEERS, 


BRAZENOSE | 


MANCHESTER, 


ro ADVERTISEMENTS. 


The names of Advertisers, whose announcements are ordered for a series, are entered under one Heading in this Index free of charge 
but if repeated under other headings, Gal. per week is charged for each additional entry. , 


Elec. Storage Co. 
- Drake & Gorham eee eee eee 2 
‘J. Stiff & Sons (Boxes only)  … 6 


Woodhouse & Rawson... 7 & 13 
Arc Lamps.—J. H. Holmes & Co. Sup. 11 
Johnson & Philips 
F. M. Newton & Co. 


Planet Elec. Engineering 
Poole & White 
Woodhouse & Rawson 


United Asbestos Co. ‘he 3 
Auctioneers and Valuers (Mechanical). 


Wheatley Kirk, Price & Goulty Sup. 11 
Batteries e 
Birmingham Tele. Factory Sup. 7 
India-rubber Co. ... | … 24 
Johnson & F hillipe eee eee 1 
Telegraph Mfg. Co. ove 
Woodhouse & Rawson... 7&13 | 
Batte Jars.—J. Bourne & Son eee 15 


J. Stiff & Sons  … 6 
Bells.— Birmingham Tele. Factory Sup. 7 

Genl. Elec. CosLd..… Sup. 10 

Poole & White  … 

Sheppard, Allarton & Madeley Sup. 12 


Woodhouse & Rawson ...- 7 & 13 
Belting.—John White & Sons 
Webb & Sons 

Boilors.—Babcock & Wilcox Co. , 
Book Elec. Directory Sup 14 
8 ec. 
, Green & Co. eee Sup. 14 


Cabinet Work.—W. M. Foxcroft … 8 


Phosphor Bronse 

G. Blackwell 

G. Boor & Co. ia ® 

Dynamos. —Andrews & Preece Sup. 7 

Austin & Myers ... ove Sup. 16 
‘Bolling & Lowe... 

Charlesworth, Hall & Co... Sup. 19 

Electrical Eng. Corporation Sup. 9 

Gülcher Electric ht & P. Co. 15 

J. H. Holmes & Co. oo. «Sup. 11 

Jobnson & Phillips... ... 1 

ce, Scott & Co,  … ie 

F. M. Newton & Co. a 

C. Oppermann _.,, ose 

C. A. Parsons & Co. …… Sup. 8 

J. & W. Ro 

Stanley & eee eee one 8 

Woodhouse & Rawson... 7 & 13 


Ebonite.— Harburg J. Kbr Comb Co. Sup.11 
D. Moseley & Sons... 
North British Rubber Co. oe 19 

Electrical Engineers and Contractors. 


irmingham Tele + “us À Sup. 7 
J. D. F. Andrews & Co. ge + 6 
Preece .. 6 
eton, Bur & Williamson . 18 
R. Bolton & Co. … 
Brush Electrical eering Co. 12 


Callender’s Bitumen ‘Tel. &c.Oo. 13 
Charleswerth, Hall & Co. Sup. 19 


Crom & Co. cee eee . 20 
Crompton & Go. eee eee 7 2 
Elliott Bros. es Sup. 12 
General Elec. P. & Traction Co.... 8 
W. T. à Co.  … Sup. 13 
India-ru elegraph Works Co.24 
Johnson & Philli =i 
Laurence, Scott & Co... 


Paterson & Coo ee 


per 
Rashleigh & Dawson ... 12 


C. A. Parsons & Co. coe Sup. 


BOOK ADYERTISEMENTS 
Misoentamnous ADVERTISEMENTS relating to Situations, Articles for Sale and Wanted, de., fe 


PAGE 
Bros. … 
Ernest Scott & Co. 
Sup. 5 


Ronald A. Scott... pe 
Sharp & Kent eee ove 
M. Holroyd Smith ... eve 
Swinburne & Co. ... 


6 
-Genl. Elec. Co., Ld. (G-. Binswanger.) Sup. 10 
Johnson & Phillipe 
Poole & White 
Woodhouse & Rawson United 7 & 18 

Electric Light Fittings. 
Appleton, Burbey & Williamson Sup. 18 
. Dorman & Smith ... ove oo. 11 


& Son eee 12 
Genl. Co.  Ld.(G. Binswanger.) Sup. 10 


Rashleigh wson 
Poole & White eee eee eee 
B. Sons eee eee eee 14 
Walsall lectrical Co. eee 


Woodhouse & Rawson... | 7 & 13 
Engines for Electric Light. | 
W. H. Bailey & Co. | eee eee 18 


G. E. Belliss & Co. Sup. 4 
Browett, Lindley & De Sup. 3 
Charlesworth, Sup. 19 
Davey, Paxman & oo. 13 
Greenwood and Batley ... ene 

Griffin Gas Engine... ove eve 

Marshall, Sons & Co. 
John Musgrave &Sons ... Sup. 4 
Priestman’s Oil Engine ... Sup 19 
Ransomes, Sims & Jefferies ee 


Robey y & do. 
tockport ngine eee ‘eee 
Hayward Tyler & Co. 
Willans & Robinson 19 
Evam:1 —Aspinall & Co. 
Fibre.—David Moseley & Sons -... 16 
Glase.—Genl. Elec. Co.(G. Biuswanger.) Suy. 10 
Woodhouse & Rawson 7 & 13 
Incandescence Lamps. 


Bernstein Electric Lamp Co. ... 14 


a & White . 

unbeam 

Sunbeam Lamp & 18 
Woodside Electric Co. ... 


india-Rubber. 
India Rubber, G. P. à Tel. Wis Co. 24 
D. ag À & Sons ove 16 
Insulators, &c. 
Birmingham Tele. amend Sup. 7 
Bourne & Son 
Poole & White | 
Stiff & Sons .. one 
Telegraph Mfe. Co. Sup. 2 
Woodhouse & Rawson 7&13 
Iron and Steel.—Turner Bros. 6 


Lubricants.—W. H. Willcox & Co... a 


Magnet Steel.—G. P. Wall ... io a 

Maunfacturing Flectrictans, 
Birmingham Tele. Factory Sup. 7 
Burckhardt & Richter... 
Cox & Co. eee eee eee . 


A. B. Gill & Co. … eee eee 
APPEAR ON Pade 


va 


Manufacturing Blectrictans.—Cont 
Hartm 


ann & Braun .... 10 


Laurence, Scott & Co és 
J. Orme & Co Sup. 4 
* Poole & White 
Price, Talbot & Co Aa 
Julius Sax Sup. 1 


H . , 
Walsall Electrical Company 
Woodhouse & Rawson United 7&18 
Mica.—McGoune, Buchanan & Co. Sup. 12 


F. Wiggins & Sone 3 
Motors.—Charlesworth, Hall & Co. Sup. 19 
Cuttriss & Co. 


Giilcher Electric Light & P. Co. 15 
Patent Agents. —H. Gardner 
J. G. Lorrain Sup. 12 
Pole Findirg Paper.—0O. Berend & Co. 14 
Poles.—Joseph Aird (Wrought Iron & Steel), 3 
Johnson & Phillipe 1 


Porcelain 
Dorman & eee we Al 
Genl. lee. Co, Ld.(G. Binswanger.) Sup. 10 
Jas. Macintyre & Co. ous 
Poole & White obs 
Taylor, Tunnicliff & Co 
W. Wood &Co. 
. Woodhouse & Rawson . 7 & 13 
Porous Cells.—J. Stiff & Son ... 6 
Proj-ctors. 


Charlesworth, Hall & Co Sup. 19 
Railway 4 2 


Schools, &c.—City & Guilds... Sup. 12 
Schuol of Telegraph) né 
Screwa.— Davis À 22 

A. Stokes & Co. 
Stampings —Harold & Jenkins Sup. 2 
irmingham Tele 
Johnson & Le. sii 
Telegraph Mfg 2 
Teleph 
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Fowler-Waritig Cables Co. Sup. 8 
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London Electric Wire Co. Sup. 1 
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ELECTRIC. LIGET FITTINGS. 


Fan 
SPECIALITIES IN DOMESTIC LIGHTING.—Decorative Lamps, Vertical 8, BERNERS STREET, W. 
Lateral Co térmeight Pendants, Picture Ligh Fittings 
| cer for al ‘or table use, Universal Jointed Brackets, &c. | Works: 9 & 10, NEWMAN MEWS, | 
\ \ } 


EL | INTERLOCKING ‘THE LOCK AND BLOCK. 
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Manufacturers of Railway Signals, Oadins, Interlocking Levers, Bleck Instruments, and Signal Work of every description, Electrical and Mechanical, 


eat or ines by Messrs, € nts granted oF assigned 10 them. Diplo Diploma 
 +SAXBY & FARMER, Railway Signal fers - KILBURN, LONDON, N. be 


Lé 


| | DAVEY, PAXMAN & Co., Engineers, COLCHESTER 


a | ‘Devote special attention to 
‘ | STEAM ENGINES AND BOILERS —_— FOR ELECTRIC LIGHT INSTALLATIONS 


- 


toot in the market. for their Steam Engines and Boller, 


à  DAVEY, PAXMAN & CO. E eers, COLCHESTER 
Lownox Orricz: 78 [late 139], QUEEN VICTORIA STREET, E 


THE BRUSH ELECTRICAL 


Offices :—112, Belvedere Road, LAMBETH, SE. Works:—Victoria Works, LAMBETH, LONDON. 
FALCON AND CAR WORKS, LOUGHBOROUGH, LEICESTERSHIRE. 


REDUCTION IN PRICE 
BRUSH 11 mm. SOLID COPPERED CARBONS. 


Sire Brush 11 mm. diameter Solid Coppered Carbons are now sold at £4 10s. pe | 
1,000 packed and delivered f.o.b. London. 


~ 


| | MANUFACTURED specially for Brush 2,000 Nom. C.P. Arc Lamps, and the 
til best, cheapest, and longest burning Carbon in the arnt. | 
| Î | _ BEWARE of cheap and inferior imitations. a 
Telephone No. 3975. Telegrams: “DETEOTOR, LONDON 
de SHOW Rooms: 68. BERNERS STREET, LONDON, W. | 
4 | The Best and most Artistic Show of Fittings i in London 


= — + 


| 


ELEOTRIO LIGHT ENGINEERS AND CONTRACTORS. 


L § COMPLETE INSTALLATIONS, OR WIRING ONLY, CARRIED OUT PROMPTLY. ALL WORK GUARANTEED. TRADE suPrU 


NEW PATENT CEILING ROSE, 
| Approved by all the Fire Ofices and Supply Companies, 1. 14. no. “The most Perfect Ceiling Rose in the market.” 


Works: WHLLS MHWS, Ww. 
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(ESTABLISHED 1855.) 


FLECTRICAL ENGINEER AND ELECTRIC LIGHT CONTRACTOR, 


RIDGMOUNT STREET, STORE STREET, LONDON, W.C. 


SPECIALITIES. — Electric Bells, Burglar Alarms, Patent Automatic Fire Alarms, 
Watchmen’s Clocks, Water Gauges, Electric Indicator and Light for Carriages, Billiard 
Markers, Gas Lighters, Lightning Conductors, Telephones, Automatic Call Bells for 
Fire Stations, General Electric Lighting. 


ESTIMATES FREE ON APPLICATION. | 3 4158 


Telephone No. 3848. Telegrams: “SAX, LONDON. : 


RUBBER, GUTTA PERCHA, TELEGRAPH — 


COMPANY LIMITED. 


106 STREET, LONDON, EC. 
INSULATED ELECTRIC LIGHT: WIRES AND CABLES, 


Lamp Fittings, Switches and Testing Apparatus, | Volt and Ampere Meters. 
CONTRACTORS FOR THE SUPPLY AND FITTING UP OF 


ELECTRIC LIGHT APPARATUS 


DESCRIPTION. 


INSTALLATIONS FOR CENTRAL STATIONS, SHIPS, HOUSES, OR FACTORIES. | 


OF EVERY 


ESTIMATES ON APPLICATION. 


Works: -SILVERTOWN, LONDON, E.» 


ONDON ELECTRIC WIRE COMPANY 


ANCHOR WORKS, PLAYHOUSE YARD, GOLDEN LANE, LONDON E.C. 
Manufacturers of 


OVERED WIRES & CABLES 


OF ALG DESCRIPTIONS 


FOR ELECTRICAL INSTRUMENTS, ELECTRIC LIGHTING, 


BHLI, AND THLHPHONH WORE. 
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TRADE MARE 
(REGISTERED), 


HAROLD JENKINS, 
(©) 30 & 31, St. Swithin’s Lane, LONDON, E.C. ie : 


Telegraphic Address: Symsouize, Lonpon.” Cable Address : “ Jocantry, LONDON.” 


STAMPINGS 


BEST CHARCOAL IRON FOR ELECTRICAL MACHINE 


AND FOR ALL TYPES OF DYNAMOS AND TRANSFORMERS. Ff 


ARMATURE DISCS  (PRANSFORME 
to 80 te diam. STAMPINGS 
Size of Centre Hole | 
and keyways. | pes Ganges 


ALL OUR STAMPINGS ARE SUPPLIED FLAT, FREE FROM BURRS, WELL ANNEALED AND TRUE TO GAUGE, AND IN ALL GAUGR 
SUITABLE FOR ELECTRICAL PURPOSES. | 
Enquiries for Prices will be promptly dealt with on receipt of specifications. 


BATTERIES 


TELEPHONE, 


WIRES 


Tue TELEGRAPH MFG. = 


HELSBY, NEAR WARRINGTON; AND 11, QUEEN VICTORIA ST., LONDON, E.C. 


age on 4 designed to meet the requirements of Electric Light Engineers 
For Arc or Incandescent Lighting, Direct; Charging Accumulaton; 
ey Transmistion of Power; Electrolysis in all its branches, &c., &. 


50, 100, 200, 400, 700 and 1,000 WATTS 
HAND-POWER DYNAMOS. | AGENTS. 


LONDON : Paterson & Cooper. 


CONTINUOUS CURRENT | :ReLAND: The United Electrical Engineering 
TRANSFORMERS. FRANCE: E. H. Cadiot, Paris.” a 


ITALY: Prospero, Peyran, Turin. 


MULTIPOLAR MOTORS RUSSIA: Alphonse, Schtchawinsky, St Peter 


(FOR SLOW SPEED). 
Price Lists and Particulars Free on application. * 


AUSTIN & MYERS, Electrical Works, ARMLEY, LES 


VERTICAL COMPOUND HIGH-SPEED ENGINE, C. S. TYPE. 
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THE PAISTE SWITCH. 
| Record: 100.000 in daily use. 


The movement breaks and completes 
the cirouit in an instantaneous manner, 
preventing arcing or charring of the con- 
tact parts. Mounted on China, with cover 
and handle of same material; also on AS |: 
Porcelain, with metal cover. : Correspon- Es | 
dence invited. | 


A. REYROLLE, 


10, UNION MEWS, UNION STREET, MIDDLESEX 
HOSPITAL, LONDON, W. 3866 
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Telegrams : 7 All Wires of 
“ Exslccant, London.” | Guaranteed 
Dielectric, Manchester.” By O&K Insulation and | | 
| Telephone 1560. Conductivity. 
Orrices: 98 & 100, QUEEN VICTORIA ST. OKONITE 
LONDON, 5.0. Wires & Cables. 
Works: NEWTON HEATH, ANTLINDUOTION 
MANCHESTER, 
PASSAIC, NEW JERSEY, U.S.A, | | 
. (Employing a staff of over 800 hands). SPECIAL AERIAL CABLES 
ff FOR METALLIC CIRCUITS. 
MANUFACTURERS OF ~ Insulated with Okonite, I.R., G. P., &c. 
INSULATE 
WIRE. mn Lead Covered Cables 
| weer a OF HIGH INSULATION & LOW CAPACITY 
rotor EXTRA HIGH CLASS 


ELECTRICAL 


VULCANISED RUBBER CABLES. 


Improved Laminated and Compound Strip for ‘Dynamos. 
SPECIALITIES IN FLEXIBLE CABLES & CORDS. 


Estimates x Tenders for every description of Electrical Plant free on application. 426 


ELECTRIC LIGHT ENGINES. 


La | Over Installations, 


INCLUDING 


STEAM SHIPS, WAR VESSELS, FACTORIES, MANSIONS, 


AND CENTRAL STATIONS, 
HAVE BEEN ENGINED BY 


BROWETT, LINDLEY & CO. Lr, 
vous,” MANCHESTER. 


— =; Patentees and Sole Makers of the ACME GOVERNOR. Hundreds are in 
r. use for Electric Light Engines. Send for Lists. nr 
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APPARATUS FOR USE IN TRACHING OR EXPERIMENTING IN THE SCIENCES OF CHEMISTRY, BLECTRICITY, MAGE 
ine ACOUSTICS, LIGHT, HEAT, HYDROSTATICS, MECHANICS, &c. 
_ IMPORTERS: OF FINEST. BOHEMIAN GLASS, BERLIN PORCELAIN, PURE CHEMICALS FOR ANALYSIS do, 
BLHEOTRIO BELLS AND 


Apparatus for Science Classes supplied through the Science and Art Department at 50 per cent. reduction of prices, 

ILLUSTRATED PRICE LIST OF. ELECTRICAL APPARATUS, POST FREE, THREE STA} 
Price List of Chemical Apparatus with 650 Illustrations, post free eight stamps. 

TRADE TERMS AND SPECIAL QUOTATIONS FOR EXPORT SENT ON APPLICATION. a 


J. ORME & Co. (La (Late M. Jackson & Co.), 65, Barbican, London, E 


COMPOUND ENCINE. 


Simple, Economical, Durable. 


STANDARD ENGINE. STANDARD ENGINE,” 


Oirculars. 


USED FOR 
ALL PURPOSES. 
10 to 350 H.P. 

Write for 


BOILERS, FEEDWATER HEATERS, &c. 


| 


> ° 


LARGE STOCK ON HAND. 


All Sizes Furnished, 


DIRECT CONNECTED ENGINE AND DYNAMO. 


JOHN MUSGRAVE SONS, 


LIMITED, 
GLOBE IRON WORKS, BOLTON. 


London Agents: | 
STANDARD ENGINE, S. & E. RANSOME & CO. 10, Essex St., Strand, W.C. STANDARD ENGISA 
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CONTRACTOR TO THE ‘LORDS OF THE ADMIRALTY, 
INDIAN GOVERNMENT, &c., 


DYNAMOS, MOTORS, ARC LAMPS. 
SEARCH LIGHT APPARATUS of ton. 
SWITCHES. 


f prices, CUT-OUTS—ORDINARY, MAGNETIC. 
STAM SCOTT'S PATENT SWITCHBOARDS. 
MIRRORS FOR PROJECTORS— 
| Unequalled. 


orks is the only -Establishment in the Kingdom where Projectors of three sizes, fitted complete 
with lamp and mirror, can be obtained from stock. 


For Wiring, Laying of Mains, or Fitting 
up Complete Installations with _indepen- 
dent plant, consisting of 
Accuntulators, &o. | 


wy < 


L 


Is drawn to the facility for supplying electrical plant 


- ‘ : at short notice, and of perfect workmanship. . Owing 
to the possession of the most modern 
6 | appliances and a trained staff urgent work oail:heye the 


v, 


BOILERS, FEEDWATER HEATERS, &. 


ELECTRICAL CONTRACTORS CON- 
SULTING ENGINEERS are invited to send particulars 
of Specifications and Specialities required. Dynamos, 
Motors, and Electrical Apparatus built to ones 
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TELEPHONES" TELEPHONES 


FOR SALE. 


MAGNETO TRANSMITTERS AND RECEIVERS WITH 
BATTERY OR MAGNETO CALL. 


| EXPIRY OF BELL PATENT, 
9th DECEMBER, 1890. 


Specially adapted for connecting rooms 
in hotels and warehouses; private 
houses with stables, &c., &c. 


‘FREE FREE 
TELEPHONES. TELEPHONES. 
For Free Telephones apply to— 


Te CONSOLIDATED TELEPHONE CONSTRUCTION & MAINTENANCE CO, Lo, 


_ 109, FARRINGDON ROAD, LONDON, E.C. . 


M. HOLROYD ‘SMITH, 


- Crossley Street, HALIFAX, and 18, Abingdon St., WESTMINSTE 


ENGINEER DURING CONSTRUCTION 


THE BLACKPOOL ELECTRIC TRAMWAY 


AND PATHNTEHE OF THE SYSTEM. 


7 


equipping and working Rail- 
- ways or Tramways with 
areas. ! by means of 


OVERHEAD CONDUCTO 


ANDREWS PREECE, 


ELECTRICAL ENGINEERS & CONTRACTOR 


MANUFACTURERS OF THE 
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ELECTRICAL ENGINEERS, 


= Hero Works, NEWCASTLE-ON TYNE. = 


of 


‘Manufacturers 


-_— 


London Representative : A. A. CAMPBELL SWINTON, Victoria Street, Westminster, 


Telegrams: DUNAMIS,” LONDON. Telephone No. 3156. 


THE FOWLER-WARING CABLES 


85, QUEEN STREET, CHEAPSIDE, LONDON, E.C., 
ALL CLASSES OF VULCANIZED AND PURE INDIA-RUBBER WIRES AND CABLES, : 


Sole Manufacturers of 


LEAD-COVERED 


‘UNDER THE COMPANY'S PATENTS, | 
FOR TELEPHONE, TELEGRAPH, ELECTRIC LIGHT, 


TRANSMISSION OF POWER, | 
And Underground Installations of every kind 


SPECIAL ANTI-IN DU TELEPHONE CABLES. - 


Z 
= 


STEAM SHIPS, DOCKS, 


UNAFFECTED BY HEAT, 
MECHANICAL STRENGTH, CHEMICAL WORKS 
HIGH INSULATION, FACTORIES, MINES, T 
LOW CAPACITY. DAMP PLACES, 8 


MEDAL. 


REFERENCES AND PARTICULARS .ON APPLICATION. 


Works: NORTH WOOLWICH, E. 
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NEW TELEPHONE Ne. 6770. Telegraph Address : “SECOHM, LONDON.’ 


NALDER BROS. CO., 


Contractors to Government, 


ELECTRICAL & SCIENTIFIC INSTRUMENT MANUFACTURERS, 


MAKBRS OF HOLMES’ PATENT 


CENTRAL STATION LEAKAGE TESTING APPARATUS, 


AS USED AT LIVERPOOL AND BIRMINGHAM CENTRAL STATIONS. 


CATALOGUES FORWARDED ON APPLICATION. 


NALDER BROS. & CO. Office & Works: 16, RED LION ST, CLERKENWELL, LONDON, i 


(Two unter walk from Farringdon Strat Station). 


IMPROVEMENTS 


Brunton 
DYNAMO. 


Les. with all the advantages of 
the latest scientific knowledge and 
the highest mechanical skill. 


The above woodcut represents our B TYPE DYNAMO. A most efficient machine, working noiselessly, 
and without sparking or overheating ; is highly finished and well proportioned. The output is so rated in our 
Catalogue that the machines may be worked very much in excess of their stated full output for short periods. 


STOCK SIZES UP T0 77 KILOWATTS. MACHINES BUILT TO 500 KILOWATTS. 


[STATTER’S) 


68, VICTORIA ST., LONDON, , SW. (UNITED. 
“Works :—ALLIANCE ENGINEERING WORKS, WEST DRAYTON, NEAR LONDON. 
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Tel “ INDUCTION, » .. “APPARATUS,” 
e egrams: { LONDON. MANCHESTER. GLASGOW. 


G. BINSWANGER, MANAGING DIRECTOR: 


STREET, SALFORD, 71, QUEEN VICTORIA STREET, 
MANCHESTER. LONDON, E.C. 
SOLE FOR THE UNITED 
KI NGDOM. 


FOR THE SUPILY OF ABOVE WELL-KNOWN MOTORS. 
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1/8 H.P. MOTOR, Series Wound, £8 
Shunt Wound, £8 10s. 
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BLOWER SET, Complete, £15 15s. 


All the above motors are in stock suitable for 100-110 y. circuits, other combinatio# 
for practical and domestic use in course of construction. 


WRITE FOR 


| No NE Fifth Edition) CATALOGUE 


FAN SET, Ccmplete, £10. 
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TELEPHONE PATENTS. 


THE expiry of the Bell telephone patent has thrown open a 
most useful invention toa far larger public than were enabled 
to take advantage of it whilst the patent existed. In saying 
this we have no intention of reflecting upon the attitude of 
the holders of the patent, or of lending any countenance to 
the suggestion that the protection afforded by the patent law 
has been strained. We are not sure but that a word may be 
advisable against the assumption that there is not entire 
liberty to the holder of a patent to “exploit” it in any way 
he pleases. The law protects him, and assumes that he wil) 
make the most profitable use of his opportunity. As a rule, 
the most profitable use is that which confers the greatest 
public benefit, and whilst we, in common with many others, 
have often found it necessary to criticise the methods of the 
holders of the telephone patents, it must be admitted that 
everybody should be the best judge of his own business. 

The majority of those now using Bell telephones for the 
first time are somewhat surprised to find them talk so well. 
They have been for so long considered in the light of 
“receivers” only that their capabilities as transmitters had 
been overlooked. The utility of two Bell telephones in con- 
junction is certainly greater than was supposed, though the 
humerous cases in which battery transmitters are either 
necessary or much more advantageous will lead many to 
look forward to the time when they are also free to the 
public. We purpose therefore ‘giving a brief reswmé of the 
most important patents and their characteristics, 

The first Edison patent (2,909, 1877) expires on 30th 
July of the present year. It has been the subject of so 
much litigation, that our readers are familiar :with its 
principal features. The original patent had 30 claims, and 
shed them all except the second. In the amended specifica- 
tion, No. 2,909***, this remains, with a slight verbal 
alteration, as the sole claim. “In an instrument for trans- 
mutting electric impulses by sound, the combination with a 
diaphragm or tympan: of electric tension regulators, sub- 
stantially as hereinbefore described, for varying the resist- 
“nee in a closed circuit, substantially as set forth.” The 


life of this patent has nearly run its course, and the necessity 
of the claimed combination in a telephone transmitter still 
exists, in spite of all the efforts made to overcome it. To a 
layman, the definitions of either a “diaphragm” or a 
“tension regulator substantially as described,” offer some 
difficulties, but he would probably find the diaphragm the 
easier of the two, though the legal mind found it. perhaps 
the more difficult. What is a diaphragm? “ Sômething 
which separates something from something else,” says 
one authority. “Applied telephonically, a diaphragm 
is anything capable of transmitting sound . waves\ to 
an electric tension regulator,” in effect replied the 
expert witness, and the decisions of the highest autho- 
rities have recognised it as practically correct. The 


combination of these two essential features being free 


from and after July 31st next, it becomes of interest 
to consider how other patents affect the choice of 
either. We have not space to refer to all, but select the 
most important, and those which govern the really prac- 


ticable types. 


The Hunnings patent (3,647, 1878), expires 16th Sep- 
tember, 1892. It cites the “well-known” Hughes micro- 
phone and the Edison carbon telephone, and the patentee 
lays no claim to the principle of using carbon in the solid or 


_the consolidated form of those two instruments, for the pur- 


pose of increasing or diminishing the resistance of the tele- 
phonic circuit, nor the coating of fibrous substances with 
carbon to produce the same results. There are two claims 
covering (1) the use of finely-powdered carbon, or like con- 
ductor, as a means of varying the resistance of a telephonic 
circuit by the vibrations of a thin metallic or metal-covered 
diaphragm enclosing it, controlled by sound waves impinging 
upon it; and (2) a telephone transmitter consisting of a 
layer of finely-divided carbon, or similar conducting material, 
in a loose and free state between thin metallic or metal- 


‘covered diaphragms in a suitable case. The Hunnings 


patent is of interest from the fact that experience 
has confirmed the views of the inventor as to the 
suitability of the material. In the specification, he 


says :—“ The ‘details can be indefinitely varied, the great 
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feature being in the use of carbon used in a state of fine 
loose powder, not in any way pressed or consolidated, as I 
find the loose particles of conducting matter to be most de- 
licately sensitive to sonorous vibrations.” The words, 
“ pressed or consolidated,” refer of course to the compressed 
lampblack at that time used in the Edison transmitter. 
The claims follow somewhat closely the construction of 
the instrument shown in the drawing accompanying the 
specification, though the possibility of wide variations is 
contemplated in the foregoing extract. The Edison patent 
has raised the question, “ What is a diaphragm?” We 
hope that the Hunnings patent is not destined to submit 
to judicial decision: the question— What is a thin diaphragm ? 

The Blake transmitter is protected under specification 
No. 229, 1879, in the name of William Robert Lake. It 
does not expire until January 20th, 1893. This patent has 
two prominent features—(1) the fixing of: the diaphragm by 
spring pressure on one of its faces; and (2):the method of 
mounting the electrodes. Preferably both electrodes are 
supported independently of the diaphragm, but pressing 
against it; both are mounted on springs; the tension 
of the springs is towards each other, and they are attached 
to a lever with a regulating screw. By means of this one 
screw the relation of contact of the two.electrodes and 
their pressure on the diaphragm are easily regulated and 
maintained. Of the five claims, the first covers the mount- 
ing of the diaphragm, and the remainder relate to the 
electrodes and the lever for regulating them. They 
cover the pressing together of the electrodes, whether by 
means of one spring. or two; the weighting of one of the 
electrodes to resist the movement of the diaphragm, and 
modify by its inertia the variation of pressure between 
the two electrodes ; and the adjusting leyer for regulating 
the tension of the electrodes together, and their pressure 
on the diaphragm. The Blake transmitter is an ex- 
cellent example of an invention completed in all its 
details before it was patented. The drawing attached 
to the specification shows with extremely slight modifications 
the instrument as it is manufactured now. Having done 
excellent work, it is probable that the Blake will not be the 


form in which the combination of diaphragm and tension 


regulator will survive. 

Crossley’s patent (No. 412, 1879) is for compound micro- 
phones, It expires on Ist February, 1893. In the specifi- 
cation a “compound:” microphone is defined as having three, 
four or more pencils, and six, eight or more surfaces, touch- 
ing each other. An “ordinary.”, microphone is defined as 
having only one pencil and only two surfaces touching each 
other. The patentee being aware that ordinary microphones 
had been used as telephone transmitters lays no claim to 
them, but in his two claims confines himself to the com- 
pound microphones, whether constructed of carbon pencils 
or thin metal plates. 

The action of all the tension segulators we have mentioned 
is claimed to be a  microphonic action ; they are known as 
transmitters under the generic name of microphone trans- 
mitters, but they have all an essential difference in form to 


Hughes’s microphone, except the Crossley. Crossley says 


simple (or “ ordinary”) microphones have been used as 
transmitters, and “ compound ” ones have not, so I claim a 
compound microphone as my invention when used as a tele- 
phone transmitter, Hunnings’s specification, which is of 


four and a-half months earlier date, refers to the Hughy 
microphone as well known, without any reference to th 
number of carbon pencils employed. 


FOREIGN ELECTRIC LIGHTING 
CONTRACTS. 


Ir cannot be denied that English electrical firms who tendg 
for foreign contracts for electric lighting, and especially thox 
for the European continent, are placed at a great di 
advantage. Not only is the cost of transporting electrical 
apparatus to its destination a considerable item of expens 
but the import duties on the plant also tend to increase th 
amount of the contract price. Moreover, continental muni. 
cipalities, as representing the public interests, are, exceptin È 
probably. where native manufacturers do not exist, gene 
rally adverse to the introduction of foreign plant. Thi 
state of affairs is not likely to encourage English electrial 
firms to compete with their rivals domiciled either in th 
country from which tenders are invited or in an adjoining 
country. Some, however, do so. They devote considerabk 
time to, and incur expense in, the preparation of estimats 
and in forwarding the latter to their destination. But whi 
is the result ? Only disappointment and loss of money, fo, 
if we remember rightly, not a single public electric lighting 
contract has as yet been received from the Continent by al 
English firm. 

Take, for instance, the towns of Copenhagen, Brush 
and Sophia. In the first case, advertisements were insertal 
in various English journals asking for tenders for the fitting 
up with complete plant of a¥central station for the sim} 
taneous supply of 14,000 incandescent lamps. Eventually, 
the contract, for which several English firms tendered, ws 
given to Messrs. Siemens and Halske, who are now proce: Es 
ing with the work. In the second case, the Brussels Mu: 
cipality invited tenders for the supply of plant for a cental 
station to electrically light that town; but after som 
months’ delay, the Town Council decided, as alread 
announced in a previous issue, not to accept any of the cot 
tracts, but reserved to itself the right of exploiting the propos 
station. In the third case, the Bulgarian Board of Wom 
asked for tenders for the supply of plant for a small cental 
station to be erected in Sophia; and although the tender- 
which was the lowest—of Messrs. Egger & Co., of Vienne 
was proposed to be accepted by the commission appoint 
to investigate the tenders, a further inquiry has now bj 
ordered, yet, from the contract prices given in the Revi 
last week, and ranging from as low as £9,328 to as hip 
as £48,000, it does not appear that the two English fim 
which tendered have any chance of obtaining the contrac 

It seems as if, as the French proverb states, “ Le jeu 
vaut pas la chandelle.” It cannot be expected that co 
petition in the case of a foreign contract will be less hee 
than when tenders are invited for electric light plant* 
home. It is, indeed, rather the reverse, for in the form 
instance it appears to be only the best firms which vie wil 
each other to secure the prize ; whilst at home, although® 
number of tenders from firms of all classes may be mi 
numerous, discrimination is rendered easier. The fact mt 
moreover, not be overlooked, that when lighting conf” 
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are open in this country no foreign electrical firm offers to 
compete—possibly because the idea prevails on the Continent 
that the sending in of tenders would simply imply a waste of 
time and money. There is certainly some truth in this, and 


the same may also apply to English firms in relation to © 


foreign countries. There does not seem to be any more 
chance of electrical firms becoming more successful with 
regard to foreign contracts in the future than has been the 
case in the past, and the best policy to be adopted henceforth 
by contractors would appear to be to give careful considera- 
tion to the possibility of the contract being obtained by one 

of themselves, and not to lose time and money in sending 
out tenders indiscriminately. 


NATIONALISING THE TELEGRAPH. 


Unvrer this heading an article, by Mr. Erastus Wiman, 
has been published in Frank Leslie’s Illustrated Newspaper 
(America), and reproduced in the Zectrical World. The 
article is a dissertation on the advantages and disadvantages 
of the telegraph systems of the United States being acquired 
by the State and worked in connection with the Postal 
Telegraph department. In the course of the arguments, the 


“writer refers to the Postal Telegraph system as carried on in 


Great Britain, and states that in England the telegraph is in 
every post office. This statement is in itself sufficient to 
indicate the writer’s knowledge and capability of dealing 
with the subject he handles; he says that the “ disadvan- 
tages of governmental control of this important and essential 


‘instrumentality of commerce would not only be felt every 


day—every hour—in the ordinary course of business, but 
especially in circumstances of great disaster, resulting from 
storms, fires, &c., the slow-moving policy of Government 
would be painfully evident, for instance, in such circum- 
stances as overtook the Western Union Company at its 
recent fire in New York.” Now, presumably Mr. Wiman 
knows something about -the Government of his own country 
and its “slow-moving” policy, but why he therefore con- 
cludes that all Governments are the same is not obvious ; 
judging from his writing he is profoundly ignorant of what is 
going on outside his own narrow circle ; he says, “the advo- 
cates for postal telegraphy are always pointing to the experience 


of European countries, and especially Great Britain, forgetful 


that the economic conditions that prevail there and here are 
For in- 


received by an intelligent, expert electrician is twice that 


_ Which is received by the dull, stolid, stupid post-office clerk 


in half the stations of England. There has been no progress 
Whatever in electrical science in England since the Govern- 
ment took hold of the telegraph, and there will not be in this 
country if the Government assumes control.” Possibly the 
latter statement may be true; we are not concerned, and do 


- hot possess sufficient information, to defend the U.S. 


Government against the charge, but we emphatically assert that 
Mr. Wiman is talking the veriest nonsense when he states that 
in England “ no progress has been made in electrical science.” 
Does the writer suppose that the large total of over 


0,000,000 messages per annum now reached is attained 
by simply using an increased number of the antiquated _ 


instruments in use by the various telegraph companies at the 


time of the transfer to the ‘State. Anyone acquainted with 
the Postal Telegraph Service would know that a complete 
remodelling of the whole of the old apparatus and the 
introduction of new has been carried out by the engi- 
neers in the service of the Department, and further, that 
so satisfactory has been the working of the fast-speed 
apparatus (the Wheatstone automatic), that when a few 
years ago an American invention which was to do 
1,000 words a minute, failed to give more than 35 on a 
circuit on which the Wheatstone worked at 200, an order for 
12 complete sets of the Wheatstone came from the States, 
and these instruments are, we understand, working there to.this 


day. Why is it that we hear of no Delany multiplex 


apparatus in use in America; is it that its value is not 
understood, or that it is found to be unworkable? We 
in England have appreciated its value, and by dint of 
perseverance in remodelling and rearranging the original 
types of apparatus have produced a workable system which 
is doing good service. Has Mr. Wiman ever seen a fast 
speed repeater board ? We imagine not, or he would not 
talk about electrical science having made absolutely no 
progress. We take up a number of the ELECTRICAL WoRLD 
and we find descriptions of apparatus of the “ Post Office 
pattern ;” 
been made in England ? Again, we noticed an advertisement 
to the effect that apparatus was made equal to the best European 
manufacture ; this indicates a curious general standard of 
make in the States. Speaking of telegraph rates we notice 
the following ; “As to the rates of telegraphy, there is always 
a great attraction to governmental advocates in the sixpenny 
rate of Great Britain, forgetful that a vast deficiency is every 
year charged up against the Post Office Department for the 
indulgence in this absurd reduction to a rate less than the 
cost of transmission.” Never was there a more incorrect 


statement ; a considerable deficiency has, it is true, to be 


made up each year, but it is not the consequence of the.intro- 


‘duction of the sixpenny rate ; the deficiency to be made up is 
* that due to the interest which has to be paid on the excessive 
- sum handed over to the telegraph companies for the purchase 


of their business by the State, and this deficiency is no 
greater with the sixpenny rate than it was with the shilling 
rate, in fact it tends to become less. One word more : it is 
stated that the British system carries 54,000,000 messages 


per annum, against 80,000,000 in the United States. How 


is it that with the vaunted company system in America, and 
the abused postal system in this country, the message work 
in America, with its hugh area of country, and immensely 


larger population, is considerably less than double that of 


England. 


PREVENTABLE FIRES. 


THE recent destruction by fire of Hurstbourne House, near 
Andover, the residence of Lord Lymington, M.P., adds one 
more to the already too long list of similar disasters that 
have occurred during the last year or so. It must also set 
the owners of all other country mansions thinking whether, 
in their own cases, every appliance has been adopted 
to diagnose and indicate the presence and position of any 
abnormal heat within the buildings ; and, in the event of 
any such dangerous increase of temperature, whether there 


why copy English apparatus if no progress has 
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‘are means at hand which can bev brought into action with 


the instant promptitude requisite to stamp out an incipient 
conflagration, and avert more’ extended mischief and ruin. 


We can picture the possessor of' one ‘of our palatial English 
‘houses, noble by reason of its architecture and historical 


associations, and crowded with priceless works of art, family 


‘relics and heirlooms, sitting down, with the assistance of his 
‘surveyor, perhaps, and making a kind of debtor and 


creditor account of the risks from fire, and the apparatus 
for combatting the conflagration should it unfortunately 
break out. On the one side would be placed each item 
of lurking or possible danger which a minute and searching 
investigation into the construction of the house and its state 
of repair might adumbrate. In an erection of any extent— 
particularly if built of brick—it is surprising how many 
points or localities will be found which are but weak links in the 
chain of safety. Besides these faults which can be discovered 
and remedied, there are hidden ones whose existence can 
only be conjectured, and which must always remain a source 
of anxiety, and, therefore, should be regarded as an enemy's 
outpost to be carefully watched in the future. On.the other, 
or credit side, would be placed a list of appliances, actually 
on the premises or: precincts, provided and presumably ready 
for use, to counteract a sudden outburst of fire; these may 
consist of a fire engine—not invariably in working order— 
for use outside the house, with possibly a few eztincteurs for 
the protection of the inside. 


Compared with the number of dangerous points to be pro- 
tected, we find a very meagre list of defences, which cannot 


be brought into play until the fire has been discovered, often 


not before it has been burning for some time and obtained 
a firm hold on the fabric, and the chance of saving 
the latter correspondingly lessened. The element of 


_ safety is entirely fortuitous. Not a fraction of certainty is 


introduced into the lines of defence, nor a particle of fore- 


- warning of any threatened outbreak can be anticipated. On 
this summing up the owner could not but feel in what a hollow 


protection he had been trusting in the past, and how irre- 
patable.would be.the loss of his valuable pictures and . other 


_ property which could never be replaced. His first. impulse 


would be to enquire if there were not some more trustworthy 


‘means of guarding against his dreaded foe than those he had 


previously relied upon ; means which would be automatic in 
action and never failing in sounding the alarm should occa- 
sion arise, and which would indicate the exact locality where 
the danger lies, however far it may be from the centre of life 


_ inthehouse. On finding that electricity can supply his wants, 


we feel sure his next step will be to fit up his house through- 
out with electrical safety appliances, consisting of fire 
alarms, indicators to exhibit the whereabouts of the fire, and 
apparatus electrically worked which on the first note of 
alarm automatically showers water on to the burning section 
of the building. 

As electrical fire alarms can be arranged to ring a bell at 
any desired temperature, the inmates of à house can be 
informed of an extraordinary increase long before the heat 
has arrived at the pitch capable of igniting inflammable 
substances. Being forewarned by the electrical indicators, 
the ordinary appliances for the extinction of fires can be 
massed round the seat of trouble, the danger dealt with, and 
overwhelmed at once. A house thus equipped with elec- 


. 


_trical devices, together with hydrants and other means of 


quenching a fire, with every inmate trained in their use by 
frequent fire-drill, may be considered to be protected as is 
as human forethought can apprehend. z 

How different was it at Hurstbourne House ! Appliangs 
for indicating the seat of disaster—none! Engines to pum 
water into the fire—practically none! Assistance had to be 
called from places varying from two to seven miles away. The 
state of the roads must have rendered it impossible for a 
rapid arrival of fire engines, and as there do not appear to 
have been any hydrants available, the mansion was doomed 
from the first. All that could be accomplished was t 
save some of the treasures stored therein. We cannot 
but regret that canvasses by Sir Joshua Reynolds and 
Vandyck and a splendid portrait of Sir Isaac Newton by Sir | 
Godfrey Kneller have perished in the flames; and we mus 
express an opinion that the possessor of such inestimable 
works of art occupies the position of a trustee in the sight 
of the civilised world, and he should, therefore, adopt 
every conceivable precaution against damage by fire or de 
destructive agent. 

The fire originated, it is said, in the principal bedroal 
but the report does not state how it arose. There is nothing 
to be gained by surmises, but in our own experience we have 
known several troublesome fires break out through the igni 
tion of soot which has penetrated at the back of the uprights 
to the mantelshelf, and set light to the skirting boards an 
floor. This is a specimen of a hidden risk. With evey 
care in providing security to a house from fire there may 
still be some adverse fate that seals its doom. Yet th 
public may rest assured that five-sixths of the destme 
tion of country seats by fire are preventable accidents i 
proper precautions were taken. 

If combustible property can be thus protected to a vasily 


enhanced extent to what it is at present, there is no valid 


reason why the lives of persons who take part in performanc# 
for the public amusement should not be absolutely preserved 
from the chance of mishaps by fire. No longer should ballet 
girls, fastened to iron rods in pantomime, scenes, and out of 
reach of help or assistance from the stage, be allowed to inet 
the fearful risk of a death formerly only meted out as’ 
punishment for witches and husband poisoners. No long 
should flaring gas lights be permitted in the wings, Œ 
indeed, anywhere behind the scenes at the theatre. No 
longer should it be possible, as in the heartrending calamity 
at Leeds, to reproduce almost literally the fearful vision # 
Dante’s “ Inferno,” and for unfortunate children to fall a 


Dilated flakes of fire, as flakes of snow 
On alpine summit. . . . . 


While in the seething, fiery mass of sufferers— 


Unceasing was the play of wretched hands ; 
Now this, now that way, glancing to shake off 
The heat. 


The public and the press should insist on the sole employmel 
of incandescent electric lamps in places ‘where an accidental 
spark may cause direful harm to life and heavy loss of Pt 
perty. It would not be too much to ask them to also UF 

on theatrical managers and others the necessity of preparilg 


all textile fabrics, used for dresses or properties, in such + 


manner as to preclude a sudden outburst of flame should ihe à 
material become ignited. 


Should, however, the force of public opinion not be sa 
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ciently powerful to command an improvement in regard to 
these matters, it will then become a point of consideration 


= whether the Legislature should not be asked to enact some 


regulations of a stringent nature to more efficiently protect 
our performers from calamity by fire. 


A CORRESPONDENT has been writing to 
the Standard complaining that, “By the 
Electric Lighting Act, 1882, all disputes 
between any person and an electric company as to compen- 
sation must be settled by an arbitrator appointed by the 
Board of Trade ;” and giving five apparently very cogent 
reasons why this provision should be considered as an 
injustice to the public in disputes with electric companies. 
So far as we can gather from the facts disclosed in his 
letter, the Standard correspondent has no real ground of 
complaint. Everyone knows that where Acts of Parliament 
are passed conferring powers on companies (presumably for 
the benefit of the public) to compulsorily purchase lands, or 
break up streets, or do other acts which to a certain extent 
override the ordinary rights of the public, the company is, 
and must be, protected in the proper exercise of these 
powers, and unless the legislature expressly gives back 
the right to obtain compensation where damage has been 
caused, the public would have no right whatever against the 
company, be it a company for the promotion of a railway, 
canal, gas, electric, or any other kind of undertaking. In 
order to provide for the injury done to individuals by the 
exercise of these statutory powers, the Legislature has 
adopted the uniform practice of referring such questions to 
arbitration, and it is a matter of everyday occurrence that 
claims of this sort against all sorts of companies are so 
decided. In this respect, if there is any difference between 


‘Electricity Supply 
Companies and 
Consumers. 


the powers and rights of the public against any particular — 


class of promoters, it is to the disadvantage of electric com- 
panies. To take an example, section 6 of the Gasworks 
Clauses Act of 1847, which provides for compensation to 
persons damaged by the execution of the powers granted, 
is not nearly so strongly worded in favour of the 
person injuriously affected as the corresponding sec- 
tion (sec. 17) of the Electric Lighting Act. of 1882. 
To return to the particular grievance of the Standard corre- 
spondent, he appears to labour under an egregious error with 
regard to the scope of the powers of. a Board of Trade arbi- 
trater in matters pertaining to electric lighting, “all” disputes 
between any person and anelectric company as to compensation 
are not compulsorily referred to arbitration, but only questions 
as to the amount of compensation to be paid by persons injuri- 


~ ously affected by the proper carrying out of the undertaking, and 


these questions, whether: in the case of a railway, gas, water, 
or any other similar undertaking would also be referred to a 
similar tribunal. In cases outside this category the ordinary 
common law still applies. This being so, the only real 
grievance which remains to the Standard’s correspondent is 
that he was unfortunately deprived of his costs by the arbi- 
trator. Doubtless, as all the facts were before him, the 


ard of Trade arbitrator had a good reason for taking 
this course, 


SINCE the first announcements of the 
by Electric Light. destruction by fire of two New York 
theatres came to hand we have watched 

à oe for particulars which would also give the cause of 
wt ag and at last we have it on the authority of 
oa els Agency, A telegram from New York; dated thé 
inst, states that it has now been definitely discovered 

ve t the fires were caused by the crossing of two electric light 
vires. Now, as the electric light has been advocated as a 


means of theatre illumination on the grounds of its almost 
perfect safety and immunity from fire risks, we fear that if 
this news from America is confirmed it will leave a decidedly 
unfavourable impression upon the minds of those theatrical 
managers in this country who have adopted, or are about 
to instal incandescent lamps in their places of entertainment. 
The crossing of wires, which ought to be easily guarded 
against, is becoming a matter of too frequent occur- 
rence, and we await with some anxiety further details 
of the causes which led to such a disastrous conflag- 
ration, as we are fain to believe that this report may have 
been originated by advocates of gas, or at least opponents of 
electric lighting. Probably our technical exchanges will be 
in possession of the facts, and from these we shall gather 
whether the catastrophe, if caused in the manner stated, was. 
due to slovenly workmanship, bad wire and wiring, or in- 
attention to the matter of safety wires. To whatever cause it 
may be assigned it seems pretty well known at the present day 
that electric lighting, although by far the safest means of 
artificial illumination in existence, has caused fires, and we 


_ have little doubt that these will be followed by others, unless 


the most stringent supervision is exercised by the contractor 
over his men, and by the technical adviser over the contractor. 
A theatre stage and its accessories should be looked upon in the 
light of a powder magazine, or dangerous coal mine, andsimilar 
precautions to those which are adopted for these, should be 
followed in such places of public entertainment. _ 


THE Machinery Market of the 1st inst. 
contains a short article on the controversy 
concerning electric light conductors which 
has lately occupied a portion of our correspondence columns, 
and which originated in a letter from Mr. Yeaman, of Liver- 
pool. Our contemporary says that as all is fair in love and 
war, 80 thére are some commercial people who appear to act 
on a similar principle. The result of the whole corre- 
spondence, the Machinery Market believes, will be a con- 
siderable accession of business to the Fowler-Waring Com- 
pany, in which case it will not be likely to complair: of the . 
controversy. Whether this prediction is, or is not, fulfilled, 
we think that electric light conductors are ‘likely to be in 
sufficient demand to tax the resources of the majority of 
manufacturers. | 


The Benefits 
of Contention. 


| In the number of Electricity for January 
Paris Telephone, 37d, We find it stated with reference to the 
London and Paris telephone, that “ Not- 
withstanding the great distance between the two exchanges, 
it is stated “ that it is not proposed to strengthen the current by © 
any intermediate batteries ” \! this in a paper edited by the 
latter mentioned of the authors of “The Telephone,” by 
Preece and Maier! With reference to the submarine cable 
for the line in question, we have various newspaper accounts 
as to its present position; one account states the cable is 
laid, another that it is on board the Monarch ; as a matter 
of fact, the cable is still in the tanks at Messrs. Siemens’s 
works, although it will be shipped before long, we believe. 


Wirx reference to our article on this 
subject, we would remark that progress in-a 
science does not necessarily mean new. , 
discovery and new invention, it also means the’ intelligent: : 
application of known facts, and it is a question whether those 
who appreciate and develop (not merely copy) the ideas of — 
others, do not in many cases show the true spirit of progress 
quite as much as those who bring out inventions which they 
cannot or do not press forward. We admire, and even 
wonder at, the marvellous inventive faculty which our . 
friends in America possess, but we think it only fair that 
they should ascertain facts before advancing arguments which’ 
will not bear examination. 


Nationalising the 
Telegraph. 
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ELECTRICAL PROGRESS IN SYDNEY. 


[FROM A CORRESPONDENT. |] 


Since | last wrote to you both the Penrith and Lambton 


central stations have commenced work, and are meeting with 


great SUCCESS. 

. The Lambton installation was opened with great éclat by 
the Mayoress on October 3rd, and the day was celebrated as 
a gala day in Lambton, with processions, banquets, brass 
bands, &c., in great style. 

The plant consists of two 25 N.H.P. Fowler's compound 


engines, working with 140 lbs. steam pressure, with boilers 


of locomotion type, and two 1,000 volt 650-light Thomson- 
Houston alternating current dynamos and two exciters. 

_ The street lighting, running into about 25 miles of main 
leads, consists of 160 25-candle-power lamps, in four circuits 
of 40 lamps each, run in series, the lampholders being fitted 
with the Thomson-Houston patent paper cut-outs. 

The transformers for the house circuits, ranging from five 
vane to 75 lamps capacity, reducing the potential to 52 
volts. 

The contractors, Messrs. H. H. Kingsbury & Co., of 
Sydney, received £6,350 for the work. 

The Penrith installation is an almost exact copy of the 
Lambton one, with the exception of the engines, which are 
Hornsby’s. 

The street circuits are arranged in the same way as at 
Lambton, in four circuits of 40 25-candle-power lamps, run 
in series. 

The switchboards are very handsome, and arranged, of 
course, 80 that any circuit can be run from any dynamo, and 
either dynamo from either exciter. 

There are ampéremeters, voltmeters, and rheostats for each 
dynamo and exciter, as well as an ampèremeter and bank- 
board for each street circuit. 

On November 10th, a public holiday in Sydney, the 
Thomson-Houston electric tram line between Waverley and 
Randwick was opened, and has been running very success- 
fully, though opinions are very varied as to the overhead 
wires, which are suspended from cross-wires instead of poles 
with cross-arms. 

The line is a very nasty one, and should form a good test 
of the capabilities of electricity as a traction power, as there 
are a number of curves and gradients on it, though it is 
comparatively only a short line of 1 mile 30 chains, with 


2} miles of track, part being single track and part double. 


The track itself is not by any means of the best, having 
nore laid down some time and used for the heavy steam 

rams. | 

The grades go up to 1 in 10, and the curves up to 14 
chains. There is one curve of 6 chains on a 1 in 18 
grade. 

The car is built to carry 26 passengers seated, with stand- 
ing room inside and on the platforms for about 40 more. 
To drive this load there are two 10 H.P. motors, and on the 
last trip I made by it there must have been at least 30 extra 
passengers, and the tram seemed to go all the better for it, 
stopping and starting in the middle of a pretty steep up- 
grade as easily as on level ground. 

The engine room looks very well, having plenty of room, 
and the switchboard is very handsome and compact. 

There is one Thomson-Houston dynamo giving 500 volts 
and 160 ampéres running at 900 revolutions, and driven by a 
fine Armington and Sims engine of 100 effective horse- 
power running at 300 revolutions. 

The boilers are old two locomotive boilers of 30 horse- 
power each, giving 100 lbs. pressure. 

There are three cars fitted up, of which at present only 
one is running. The motors take a maximum current of 
about 36 amperes when running. The car looks quite bril- 
liant at night with five 16 candle-power lamps ‘to light it, 
one at each end, and a cluster of three in the centre. The 
effect is rather spoilt by oil head lamps and side lights, which 
are used, I suppose, in case of a breakdown. 

It is proposed to extend the line to Coogee, which is about 
the worst existing line in Sydney for curves and steep grades, 
and the Public Works Committee are at present considering 
and taking evidence on the question of running an electric 
tram line from the city to Ocean Street, along William Street 


and New South Head Road. If this line is carried: out ié 


will be a very severe test, as it is up and down steep hills all 
the way. 3 

The lighting of Newcastle on the Westinghouse system 
is proceeding apace, and the contractors, Messrs. Westcott, 
Marshall and Adams expect to have it completed by the end 
of the year. Electricians here are taking considerable in- 
terest in this installation, as it will be the first Westinghouse 
plant installed in the colony; and the Thomson-Houston 
system is installed so close by, at Lambton, which is practi- 
cally a suburb of Newcastle, so that there will be an oppor- 
tunity of instituting a good comparison of the two systems. 

The borough council of Newcastle is at present engineer- 
ing a bill through Parliament to allow them to distribute 
electricity to householders. It has already passed the second 
reading. This is the second time it has been before the 
Legislative Assembly, it having been thrown out ou a tech- 
nical point, the first time. 

On October 31st the retiring governor, Lord Carrington, 
performed his last public ceremony in opening a school of 
telegraphy in connection with the electric telegraph depart- 
ment. The new school has been started with a view of 
giving present and future telegraph operators a fair know- 
ledge of electrical science generally. (1 may add that your 
humble servant has been appointed instructor.) 

The Williamson Company seems to have made a fair start, 
having got the contracts for lighting two new arcades and a 
new theatre, and are re-wiring Her Majesty’s Theatre. Our 
arcade from Pitt Street to Castlereagh Street is, I believe, 
nearly completed.. 

The Sydney suburbs seems to be recognising the import: 
ance of electricity as a lighting power, and great activity is 
being shown all round. 

Tenders close to-day, December 1st; for the lighting of 
the borough of Redfern (which is probably more nearly part 
of Sydney than any other suburb, as it contains the main 
railway station). At Burwood, another suburb, but on the 
outskirts, tenders were to have been closed last week, but the 
date was postponed for a fortnight at the request of one or 
two of the leading firms. .. 

Two or three conferences have been held by the combined 


councils of Marrickville, Newtown, St. Peters, Macdonald- ' 


town, Campbelltown, Lewisham, and Petersham, assisted by 
many of the Sydney electrical men, and it was finally decided at 
the last meeting, held a few days ago, to appoint a committee 
with power to go fully into the question and call for tenders. 
This is by far the most important electric lighting scheme 
out of the many at’ present on the tapis; as the suburbs 
mentioned cover a large extent of ground. 

The borough councils of Paddington, Waverley, Wool- 
lahoa, and Randwick have also been consulting on the same 
subject, and Mr. Oxlade, whom I mentioned in my last letter, 
has submitted a report, but, so far, nothing definite has been 
decided. | | | | 

Still another suburb, The Glebe, has the subject before 
them, and have had for some time, but ;they have not come 
to a decision yet either. 

At Broken Hill there seems to be quite a boom going on. 
Messrs. Harrison and Whiffen, the Sydney representatives of 
the Crompton Company, are supplying and erecting a plant 
for the Broken Hill proprietary mine, and Messrs. Westcott, 
Marshall and Adams are performing a similar service for the 
Broken Hill Central. | ï 

Tn addition to these private installations, work is going 
on in the erecting of a Westinghouse central station plant 
for the town. 

Mr. Hitchcock, an expert from the Westinghouse Com- 

ny, is superintending the erection of the plant for Messrs. 

estcott, Marshall and Adams, the contractors. 

In fact, all round great activity is being shown by the 
councils of the various towns and boroughs to obtain infor- 
mation on the subject of electric lighting, and with Tam- 
worth, Newcastle, Young, Lambton, Penrith, Broken Hill, 
Burwood and Redfern before their eyes they are beginnin 
to recognise the fact that central station lighting has 
far beyond the experimental stage in this colony, and 18 now 
an accomplished fact. | a 

There is B rx of competition for these plums, with 
Messrs. H. H. 


Houston and Edison Companies ; Messrs. Harrison 


Whiffen, the Crompton Company; Messrs. Westcott, Mar 


& Co., representing the Themson-: 


a tone. 
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shall, and Adams, the Westinghouse Company ; the Brush 


Company, and the Williamson Company, and companies in 
other colonies, all ‘anxious’ and willing to have a finger in 
the pie. | 


‘I have just given a few bald facts with regard to our 


doings here, with the hope that you may find some items of 


interest to your readers. | | 


WORKING OF RAILROADS BY ELECTRICITY. 


Very short papers followed by long discussions are an 


exception rather than the rule at meetings of American 
engineers, particularly with the Society of Mechanical 
Engineers. Mr. Willis E. Hall’s paper on the very broad 
and problematic subject of working main lines of railways by 
electricity cannot have occupied more than fifteen to twenty 


-minutes in reading. It is concise and to the point, the 


author devoting himself almost entirely to a comparison 
between a steam locomotive and an electric locomotive, enu- 


-merating the disadvantages of the former and the advantages 


of the latter. Mr. Hall points out the superior economy of 


stationary engines designed to work at a constant speed, 


utilising the highest grade of expansion as producers of 


of power at central stations, and which consume less than 


half the amount of fuel used in first-rate steam locomotives. 
The speed at which a locomotive engine can be driven has 


-its recognised limits which are nearly reached. The piston 


_— of an engine with 24 inches stroke and 68 inches 
iameter of driving wheels, travelling at 60 miles an hour, 
would be about 1,400 feet per minute. An increase in the 
diameter of the driving wheels, with the object of decreasing 
the number of strokes, makes the engine correspondingly 
weaker, so that two very defined limits are placed before him 
who attempts to design an engine to haul the increasing 
weight of trains at a high speed. With electric locomotives 
it would not be necessary to have track tanks and water 
stand-pipes distributed throughout the line, which means a 
good deal to those who are aquainted with the attention and 
repairs (especially through the winter season) which such 
arrangements demand. Nor would it be necessary to carry 
the deadweight of tender containing water. No argument is 
necessary to indicate the advantage which electric motors 
would have over the steam locomotive where all the requisites 
‘of an-engine must be incorporated in so many isolated places. 
The failures from léaky flues, broken eccentric straps, 
knocking a hole in the fire-box, blowing or knocking out 
cylinder heads, and the multiplicity of accidents which are 
happening every ge As railroad lines, would be decreased to 
a marked extent. , The reduction in the internal friction of 
the driving mechanism is also _—e The loss in electric 
transmission in a station controlling a line of say 30 miles, 
‘would in the present state of the science, amount to some 
50 per cent., which includes loss in dynamo, line, and that 
from an average working of motor. No attempt is made to 
show by actual figures -the advantages or disadvantages 
tesulting from the electric system, but it is merely desired to 
mention some of the many practical points which would be 
met, eliminated, or improved: upon by the substitution of 
electricity to general railway working. Nor is it that its 
introduction is anticipated within a year or two; but we 
cannot but acknowledge that the pq of electricity is 

ming more general, and, from the rapidity of its develop- 
ment, its use for such pu is hardly more distant than 
the most sanguine of its iecaahen would predict. -The com- 
bination of electrical with mechanical engineering will 
bring about as much of a revolution in the future as 
it has done in the past, but in all its applications we must 
expect to see it walk before it can run. 


dé OBJEOTION TO HAULAGE BY LOCOMOTIVES. 
ir. Oberlin Smith, the president (a well-known railwa 
eet), touched upon a question which we have often 
rene and that is the adoption of electric motors on 
each car. Mr. Smith said that it is quite common, in 
pap of the future of electric railroads, to assume that 
| must be a locomotive at the head. of. the train drawing 
cars. This seemed to him-a most absurd and ridiculous 
“aperfluity in the electric system, although with steam pro- 


pulsion -the running of this enormons thass of | extra dead- 

weight was the only thing to do. The steam locomotive has 
developed by evolution, and is a wonderful and beautiful 
machine, probably the best we could have attained to so far, 
and donbtless destined to still greater attainments. But it 
has great disadvantages in the dead-weight due to carrying 
its boiler, fuel, water, none of which we can get over; 


also the limits of speed due to reciprocating motions 
through 


and the difficulty of getting steam fast enoug 

the ports. With electric propulsion we have ne such 
limits if we can contrive proper safeguards against derail- 
ments and collisions. Unquestionably, the future electro- 


locomotion will show a. motor on every axle, or at any 


rate upon two axles of each car, and every car running 


as a unit, in which case they can run cou ther ina 
train or not, as may be convenient. - Mr. Oberlin Smith most 
emphatically combats. the idea that we must carry the 
enormous -weight of a locomotive for absolutely no 


reason. . We hav@the weight of the cars, plus the eve i 
or freight, for pre of traction, and this is more t 

abundant, even if we make our cars in future of lighter materials. 
In speaking of the lightness of the future conveyances by rail, 
the president said, that we shall not only use steel and 


aluminium, but paper, India-rubber, and other fibrous sub- 
stances, which will give us remarkably light cars, far pure 


- anything we can now speak of practically. Just as a w 


barrow is to a bicycle, so will these clumsy cars be to the 
future ones. To have a big motor car, loaded with tons of 
ballast to give it traction, is following the paths of steam 
locomotion, which are all right in themselves, but are totally 
wrong in the new field of electro-locomotion, where many of 
the conditions are so entirely different. | i or 


AN ARGUMENT AGAINST ELECTRIC RAILROADS. ~ 
“Tt is safe to say that unless there are some radical 
changes made from the ordinary design of electric gene- 
ators, and in the method of transmission of the current to 
the motor, as well as a motor of greater efficiency, we will 
never see’ electric railroads operated in this or any other 
country.” Furthermore, “if steam transit would be per- 
mitted in our cities, the electric railroad business would not 
stand any kind of chance for competition.” With these 
sweeping assertions Mr. F. A. Scheffler concludes his Pani in 
the discussion, which contains a lot of figures tending to 
prove that electric traction is and must be more costly than 
steam traction of the present day. We can only give a 
resume of those figures. According to Mr. Scheffler, the 
ordinary locomotive when running at the average pes with 
an average load does work of not less than 300 H.P. Sup- 
posing the station to be built to have a capacity, to each 
30 miles of section, of not more than one locomotive, the 
capacity of the generating station would have to be about 
360 H.P., as the best forms of motors have an efficiency of 
only about 85 per cent. The cost of the station, includin 
buildings and plant, complete, would be $37,000, without 
duplicate machinery. For operating expenses at the station, 
including depreciation of ore boilers, dynamos, oil, 
waste, and wages of firemen and stokers, $8,355. The cost 
of coal, allowing 3 lbs. per horse-power hour, $3 per ton, is 
estimated at $8,322 per annum. Total operating expenses 
at the station, $16,677. Cost and maintenance of con- 
ductors, allowing a pressure of 2,000 volts and 20 per cent. 
drop in pressure with 112 ampères of current. A copper 
rod of 1 inch diameter would be required, and as this | put 
sure is too high to be used with safety, the return should not 
be made through the rails but through a second copper rod. 
If the circuit is 80 miles long, 476,784 lbs. of copper will be 
needed, at a cost of at least $162,106. Six per cent. interest 
on this represents $9,726. As an overhead circuit would be 
cheapest, and as the weight is very great, the puies should not 
be more than 50 fect apart, necessitating altogether 6,300 

les, costing $15,750. Allowing $4,500 for erecting the 
co. we obtain the sum of $20,250 for this item ; again, 
6 per cent. interest thereon, $1,215. Depreciation may be 
put down at 2 per cent., or $3,627, giving a total annual 
expenditure of $31,245 for the operating expenses of station 
plant and 30 miles line. | i PA 

The cost of operating the electric motor would be about 
the same as steam locomotive, and the first cost also about 
equal in both cases. - The annual consumption of fuel in the 
steam locomotive would. amount to 6,570 tons, costing 
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$18,710. Deducting this from the total operating — 
of the electric station, we find, that the difference is in favour 
of the steam locomotive to the extent of $12,475. The 
capital sunk in the station and line, complete, would be 
$219,856, and this amount of money would: buy about 20 
new steam locomotives. This is one way of showing a large 
balance on the wrong side which was neither supported nor 
successfully combatted by subsequent speakers. 


ELECTRIC RAILWAYS FINANCIALLY SUCCESSFUL. 


It must seem, said Mr. H. C. Spaulding, in view of the 
preceeding statement, that the owners and stockholders in 
the three hundred electric railways now in operation (in the 
United States alone) must be on the verge of ruin. But 
“ ignorance is bliss,” and at the present time they seem to be 
running along smoothly, and to have no difficulty in earning 
dividends. It is useless to think, nevertheless, of running 
long roads by electricity with the present methods, just as it 
would have been useless in the first daÿs of steam engines 
when it was considered unsafe to use a pressure of more than 
20 or 30 lbs. to get the results which we to-day get by high 
pressure boilers and engines. The step which will solve the 
problem of electric transmission for railways, will be the use 
of high potential current along the track, and the use of 
low potential motors with an induced current. As far as 
the tractive foroe#f electric locomotives is concerned, we’ 
should not claim anything more than the result obtainable 
by steam, but what should be emphasised a little more is the 
entire ‘absence of reciprocatin in the electrical 
apparatus. That has been touched upon as regarding the 
simplicity and consequent efficiency of the machines them- 
selves, but mention has not been made of the effect on the 
track, the bri and structures over which the locomotives 
are to pass. In case of the application of motors to the 
separate trucks, the absence of a concentrated weight is 
- worthy of consideration. Interest in the utilisation of water 
‘power is growing rapidly, and an electric road in the South, 
200 miles in length, will, within the next few years, be 
operated dy this method, with the low potential of 500 volts. 
Mr. E. P. Roberts also referred to the financial question, 
and said that he knew a road where they are ng only 
3% passengers per mile, receiving five cents for each person. 
ey are operating twenty miles of double track, and are 
making money. On another road he knew of, the working 
expenses were less than 8 cents per car mile, including every- 
thing excepting interest on bonds, and that two cents covers 
this item. 
Mr. W. E. Hall considered the figures of Mr. Scheffler far 
too high even at the present prices of electrical appliances. 
As the demand of a commodity increases the cost of produc- 
tion invariably decreases in proportion. As she à high 
tension currents, it must be admitted that vast strides have 
been made within the last few years. The jump from 2,000 
to 10,000 volts, goes forcibly to indicate the sense of appre- 
ciation of -the economical side of electric transmission. Mr. 
W. Forsyth stated that in getting estimates for a 7} H.P. 
electric motor, he found that the figures from the various 
companies varied from $1,100 down to $400. Probably the 
$400 motor was as good as that for $1,100. | 


MECHANIC versus ELECTRICIAN. 


Mr. 8. J. MacFarren rose with some diffidence, to defend 
electrical methods, in an atmosphere so permeated with 
steam-locomotive sentiment. He congratulated the societ 
on this commencement of the study of a subject which is 
growing faster than many realise, His experience has been 
that the electricians, so called, are not mechanics. A well 
known system of electric motors has been pronounced a 
mechanical failure in a careful report made by experts for a 
syndicate. These experts state that the gentleman who gave 
name to this company, and who had worked out the mathe- 
matics of electricity better than any competitor—that he so 
exhausted his brains on the electrical features as to leave 
nothing for the mechanical details of the problem, and has 
not yet reached a place where he can guarantee any sum 
which will cover the cost of repairs to the gearing and 
mechanism of his motor. Mr. Scheffler has proved by very 
skilful argument that it is impossible to operate a railroad 
by electricity. But it becomes constantly less safe to define 
possibility. Electricity is in no sense a rival, but in every 
sense an aid, to steam, There never was an industry com- 


manding the amount of investment the electric railway hy 
to-day which was guided by such ignorant advice as it jy 
dependent upon. No more inviting field than electric pro. 
ms opens for mechanical engineering, since 90 per cent, 


of the features of so-called electric “systems” are mechanical À 


features. Sir Wm. Thomson has well said that the mechanical 
engineer needs to add but one-tenth to his knowledge!t 


include the electric field. 


Mr. T. M. Sweeny thought that in the consideration of 


the subject before the society the fact is lost sight of that 


electricity is merely a ready means of transmitting e 

instead of a belt or a rope or other methods which have beg 
employed at various times. The remark made by Mr, 
Scheffler, which was ito the effect that, if steam cars wer 
allowed to be run through the streets of cities, they would 
instantly supplant electric traction, was rather erroneom, 
That can hardly be possible, because for street traffic a higher 
class of labour is required to take care of and manage the 
steam locomotive than to take care of and manage an electric 
motor, and it is that feature which makes electricity so es 
ticularly applicable to street traffic. One can pick up a 


of labour and educate it in a short time to handle the electric 


motor. There is too much disposition on the part of me 
chanical engineers to conclude that a requisite for electrical 
application is a lack of mechanical engineering knowl 
For a time, Mr.»Sweeny was of that opinion, and tho 
that it would be but little trouble to correct many of the 
weak places in mechanical details, but he has generally found 
that they are too closely allied with the electrical question, 
and that what would certainly be a successful device if ele 
tricity was left out of the question, became anything ele 
when connected with the electrical end. There is a great 
field for mechanical engineers in working out the details a 
the adaptation of electricity. . But, in order to be successful, 
the engineer must also know a great deal of the properties d 
electricity. 


THE ACTION OF ELECTRICITY ON 
MICROBES. 


<< 


ELECTRICITY ap to be a determined enemy 
microbes. The first researches concerning the action d 
electricity on microbes were carried out by M. Schiel, and f 
back to 1875. Observing that under the influence of 
electric current certain mobile bacteria ceased to’ move, the 
author therefrom concluded that the electricity had killed 
them ; but it is now known that immobile microbes are m0 
dead microbes. Thus MM. Cohn and Benno-Mendelsohn 
in took up these researches, bringing thereto this corre 
tive, that the microbes were not considered as dead only# 
far as their sowing was sterile. . The experimental proc 
employed by these gentlemen specially consisted in passing 
through a (J-tube containing the nutritive solution the 
current from a few elements of a Marié-Davy ge The 
nutritive solution had been sown previously, and when t 
became thick it was concluded that the current had æ 
mained without action. | = 
In thus conducting their experiments, MM. Cohn‘ at 
Benno-Mendelsohn saw that the effect of a weak momenta] 
current was always nil. With a longer and a more intensivt 
action, for instance, with the current from two powetfil 
elements for twenty-four hours, the liquid near the ps 
pole remained intact, but the bacteria were not killed. It 
seemed even that this was the liquid which had becom 
sterile, for it did not let a new sowing which had been inite 
duced multiply, and, in reality, it had become strongly acid 
With a current from three elements for twenty-four 
there were at one and the same time observed at the # 
poles the death of the bacteria and the sterility of the liquil 
traversed by the current. But as it produced a prof 
chemical change in the cultivation, it was not possible } 
draw any conclusion relative to the direct action of elec 
city on the microbes. The experimenters, in order to avé 
these decompositions produced by the current, then tried i 
duction currents, but without obtaining appreciable 
With cultivations on potatoes, the chemical changes ol 
occurred. The recent experiments of MM. Apostoli 
Laquerrière, whose experimental preparations were not 
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ently described, but who appear also to have used a (J-tube, 
have not advanced the question. 


In order to free themselves from these causes of error, 
MM. Prochownick and Spoeth made use of an ordinary vase 
in bringing the electrodes together ; the currents produced 
in the liquid by the gaseous emanations, while easily mixing 
the layers, constantly re-combining the elements dissociated 
by the current, and thus producing an average and persistent 
state, the duration of which was of only second importance. 
The authors, however, in acting by this process on the hay 
bacillus, the pus micrococus, and the carbuncled bacteriæ, 
only obtained insignificant results. In short, as M. Duclaux 
remarks, in all these experiments, if any sensible action has 
been found, it must be put down as a chemical action, and 


hitherto no one has been able to place in evidence a physical, 


direct action of electricity on microbes. 


THE ELECTRIC LIGHT AT TURN. 


[FROM A CORRESPONDENT] 


THE gp no | of Turn, in Bohemia (not far from the 

eplitz), in a municipal meeting held on 
December 17th, 1890, resolved on the introduction of the 
electric light, and for this purpose concluded an agreement 
with the Board of Inspection of Prince Clary’s estates. 
The latter body stipulates to begin the erection of the 


_ electric central station within six months at the latest. 


The community of Turn is certainly only a small town, as 
appears from the circumstance that for the public lighting of 
the streets, lanes, and open spaces only 55 glow lamps are 
pus each of 55 normal candle-power, which are to burn 
or 5 hours during 250 evenings yearly. But Turn is a 
rising community with a prosperous industry, and as the 
projected electrical works are also to furnish current for the 
production of motive power, all the conditions for a lucra- 
tive development are present. 

The agreement is made very favourable for the party 
supplying the current, and it contains some noteworthy 
stipulations, providing for an interruption of the work by 
— interference, such as, e.7., the outbreak of a 
strike, 

The most important stipulations are the following ;—The 
community of Turn concedes to the Inspection Board of Prince 
Clary’s estates the right to utilise the streets, lanes, and open 
spaces within the parish of Turn (in as far as it possesses the 
right of disposing of them) for laying down leads for con- 
veying electric energy, whether above or underground, for 
the purposes of lighting, and for the transfer of power. 

ithe community of Turn renounces the right, during the 
existence of this agreement, to allow any third party to make 
use of such streets, &c., for laying down leads for the con- 
duction of electric energy. for the distribution of light and 
power, or for the conveyance of any other illuminant, or to 
make use of such a right themselves. 

‘he community of Turn commits to the above under- 
arts for the duration of the concession, the exclusive 
this lig rs À by means of 55 glow lamps, at 25 normal 
candles each, during 250 nights, for 5 hours’ burning, a 
yearly contribution of 1,375 florins. 

a administration of the Clary estates is bound to supply 
the parish of Turn with electric light for its buildings and 
Institutions, on the following conditions :— 

; A The community of Turn has to pay monthly the 
ofowing fundamental tax: for every glow lamp at 10 
normal candl ine 

ne dies, 4 florin ; if at 25 to 32 normal candles, 55 
: uzers ; if from 50 to 100 candles, 60 kreuzers, and for 
will bee florin (50 kreuzers) per ampére. A reduction 
ex! conceded in the case of lamps connected to an electric 

r of 15 per cent. for lamps burning above 600 hours ; 30 
pe cent. for more than 700 hours; 50 per cent. for 800 
“ah 65 per cent for 900 hours; 80 per cent. for 1,000 

(ay and 100 pe cent. (?) for 1,100 hours and upwards. 

À Ae regards the price for lighting, the parish of Turn 

pay for every burning-hour, per glow-lamp of 10 


Tne fittin 


of the streets, lanes and open spaces, and pay for 


candle-power, 1°8 kreuzers; of 16 candles, 2°3; of 25, 3°8 ; 
of 30, 5 kreuzers ; of 50, 8 kreuzers ; for an are lamp at 
6 ampéres, 18 kreuzers ; and at 8 ampéres, 27 kreuzers. 

(c) The current — will be measured by meters, 
for which a charge will be made of 10 florins up to 10 in- 
struments, of 16 florins up to 25, of 20 up to 30, of 25 
florins up to 100; &c. | 

d) At the above-mentioned prices the Inspection Board 
of the Clary estates allows the community of Turn a discount 
of 10 per cent. | 

The said Inspection Board reserves the power of making 
agreements with the inhabitants of Turn for the supply of 
electric current, and fixing prices which may admit of the 
| go possible consumption of current by private persons. 

he prices fixed for private consumers, however, must not be 
lower than those fixed for the community. Otherwise the 
community has the right to demand its supply at the lowest 
rate fixed for private consumers. — | 

Until the central station is set at work, and whilst the 
leads required by the community for its buildings, &c., are 
being-laid down, leads for private consumers will be laid 
down up to the front of the house without any extra pa 
After this time connections from the nearest point of the 
main cable will be made at the cost of the applicant. This 
stipulation does not apply to public lighting. 

n the conclusion of the agreement the community of 
Turn will. be supplied with a plan of the situation of the 
central station, and of the projected conductive net for the 
supplying the current. 

he installations, i.¢., the fitting up and repairing the 
leads and other fittings in the interior of houses must be 
executed exclusively by the central station on a scale of prices 
which is to be agreed on yearly with the community. Such 
fittings as lamps, chandeliers, brackets, &c., are not included 
in the installation. The prices in the scale just mentioned 
must be neither higher nor lower than those which the city 
of Vienna pays at any time to the International core cae od 
other works there, but with the addition of 10 per cent. Thi 
tariff includés the prices for street cables, electric meters, the 
fittings of glow and arc. lamps, and the carbons which will 
be supplied from the central station. These glow lamps will 
be supplied for a monthly rent of } florin each, which in- 
cludes the gratis replacement of lamps which have been worn 

for public buildings may be obtained from 
any source, but Prince Clary’s estate Inspection Board has 
of testing if the conducting wires are suitable and if the 
the right lamps are properly connected. ag 
* All damage to the streets and pavements occasioned in 
laying down the leads, &c., are to be made good by the 
central station without delay. If it does not at once spe | 
with the request of the community in this respect, suc 
repairs may be at once executed by the community at the 
cost of the central station. . 

The central station can never be held responsible for inter- 
ruptions in the supply of current due to war, rebellion, 
strikes, or natural calamities, such as floods or conflagrations, 
or to the malice of third parties, or which may arise from 
unforeseen defects in the machinery. But in these cases the 
Estate Inspection Board is at once to give notice to the 
community. | 

Penalties are im for any non-observance of the duties 
im upon the Estates Inspection. 

isputes arising from this agreement are to be decided by 
expert arbitrators, who must not be in a position to be influ- 
enced by either any Each party has to appoint an expert 
arbitrator, and these select an 

No legal a may be taken against the decision. 
Estate de om Board has not the power to cut off the 
current entirely, or partially during any dispute. 

The agreément is to last for 25 years, counting from the 
day when the installation is set in action. The prices fixed 
as above are to hold good for 10 years only. Three months 
before the expiry of these ten years a new agreement as to 
prices must be come to by the contracting parties for 
the next ten years, and after the lapse of this second 
five years the prices for the remaining 5 years must be 


arranged. | 
If = Clary Estates Inspection’ Board does not begin the 
construction of the central station within six months from 
the day of signature of this agreement, the latter becomes 
null and void, 3 | 
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SOME MEASUREMENTS THAT ARE CONVE- 
NIENTLY ACCOMPLISHED IN PRACTICE 
BY THE WESTON HIGH RESISTANCE VOLT- 
METER.* | 


By OSBORN P. LOOMIS. 


In the following I have attempted to give a practical de- 
scription of some methods of applying a high resistance 


‘voltmeter to the ordinary measurements that occur in the 


everyday life of the electrical engineer. It is attempted to 


‘make them as clear as possible, and probably more so than is 


necessary to many, who may also have used the same method 
with various modifications ; to others, however, they may 
prove of interest and value. 

The first application I will mention is that of measuring 
approximately the insulation resistance of line work, &c. In 
he diagram, fig. 1, is shown a system of wiring in. which we 


Fic. 1.—-LOCATING a GROUND LEAK. 


will suppose there is a leak at x. By providing a ground at 
another suitable place, and attaching the voltmeter as shown, 
take a reading on the ground circuit, and call it v. Then 
take the full E.M.F. of the-line, calling it v’. Knowing the 
resistance, R, of the voltmeter, the resistance of x or the 


ground leak will be — 


The following is an example : 

Ground reading, 20 volts, v. Line reading, 120 volts, v’. 
Voltmeter resistance, 16,660 ohms, R. | 

Applying the formula we get, 


120 A — 16,660 = 99,960 — 16,660 = 83,300 ohms. 


pe line insulation resistance is therefore equal to 83,300 
ohms. 

In this manner insulation resistances may be measured up 
to one megohm and at any time while the circuits are in 
operation, the convenient connecting switches being perma- 


+ 


nently arranged, on the switchboard. In this way interesting’ 


data can be obtained regarding the effect of different states 
of weather on the line. _ 

This principle can be applied to the measurement of the 
resistance of. the human body, and it is a much more 
desirable method than by the Wheatstone bridge. Fig. 2 
shows the arrangement in detail. | 


Fic. 2.—MEASURING RESISTANCE OF THE HumaAN Bopy. 


Two glass jars are provided, each containing a weak solution 
of caustic potash, and copper plates connected in series with 
the voltmeter and dynamo, or a battery of small storage cells . 
‘to be described later. It is desirable to run the voltage up 
as high as the subject can endure, which may he 140 volts. 


* New York Electrical Engineer. 


Then the jars are short-circuited by the key and anothip 
reading is taken. Calling the first reading v and the secon 
reading v’, and the resistance of the voltmeter, R, the fesul 
is found as in the previously mentioned insulation resistance, 
VR 
Viz: —— — 
Here is an example ; 
Subject in circuit, 140 volts, v. | 
oltmeter alone, 149 volts, v,; resistance of voltmeter, 
16,660 ohms, R. | 
Applying the formula, 
= mae — 16,660 = 1,731 — 1,660 = 1,071 ohne 
If the circuit closing key is opened while the subjects 
hands are in the solution, the sudden shock will be vey 
unpleasant ; but by immersing the hands while the curren 
is on it can be endured quite readily, as the volume d 
current will probably not exceed 9 milliampères with 150 
volts on the voltmeter. It is, of course, obvious that a high 
resistance voltmeter is absolutely necessary in these measure 
ments ; in fact, the higher it is, the better. | 
I will here mention a simply made storage battery 
for these and other measurements. Procure about 72 large 
mouthed bottles, about 24 inches in diameter and 6 or$ 
inches deep. Make the plates of lead strips with other v 
narrow strips of lead wound around the portion which 
immersed in the acid. To save the trouble of numetop 
connections, make one strip long enough to reach over into 
both bottles with the afore-mentioned wound portion on each 
end. The arrangement is shown in fig. 3. They are usually 


Fic. 3.—SrMPLE STORAGE BATTERY FOR TESTING. . 


charged in two rows in multiple, as ordinary incandésët 
circuits do not give the requisite E.M.F. in series. A switth 
is used, fig 4, which quickly throws them in series am 
multiple with the discharging circuit. One of the use @ 


| 


Fic. 4.—CHARGINE SWITCH. 


CHARGING CIRCUIT 


this battery is in photometry work ; as the current gra 
falls, it a el E.M.F. than the standard, 
the screen watched when the balance is obtained ; thé 
signal is given and the E.M.F. and current are read by othe 
parties, so that the efficiency for any given candle-powe ® 
obtained. 

We now come to the internal resistance of batteriés, i 
which no ammeter is required, but a standard resistance, 4 
made of heavy German silver or platinoid wire, about N®! 
or 8 gauge. Ten spirals wound right and left handed an 
placed alternately, to avoid magnetic effect as far as 
are arranged to be connected in series or multiple by a 
brass screws. By this arrangement it can be measured 2 
series or multiple and any error can be found that mie 
exist where only the low resistance could. be measured. 18 
resistance is conveniently adjusted to -kÿ of an ohm ® 
multiple ; in series it would be 1 ohm measured in À 
units. In this combination a variety of work can be 400 
plished. | 


Fig. 5.—) 
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To measure the resistance of an accumulator, connect up 
‘as shown in fig. 5. Take a reading of the E.M.F. with the 


Fic. 5.—MEASURING THE INTERNAL RESISTANCE OF BATTERIES. 


cell on open circuit, and call it v ; then close the circuit 

through the standard resistance and call the decreased 

E.M F. v’. Then the internal resistance of the accumulator 
V—v 

Stand. R 

The following is-an example : 

E.M.F. on open circuit, 2°15 volts ; E.M.F., discharging 
through standard resistance of ‘01 ohm, 1°43 volt. Then, 
by the formula, the internal resistance of the cell is, 

215 — 148 _ 72 _ 
1°43 . 145 
‘01 
In this experiment the connections and conductors must 
be as large as possible so as to avoid any errors from that 
source; but they may be obviated entirely by taking the 
P.D. er ig off the terminals of the battery and the ter- 
minals of the resistance beyond the point of connection. 
This is only an application of Ohm’s law pure and simple, 
and it is because of its simplicity that makes it so vitnabt, 
— mention that in this method it is necessary to have 
the double-reading voltmeter, but the internal resistance of a 
group of cells can be found quite readily by the single- 
reading voltmeter, and then the average resistance, of course, 
can be found. Say, we have a group of 10 cells and the 

standard resistance is changed to 1 ohm. If we get 21 

volts on an open circuit and, closing the circuit through the 

resistance, it drops to 20 volts, then the internal resistance 
of the group of 10 cells will be, 


21 — 20 — . 1 | of)" ; 
05 ohin, total resistance. 
Hence, the resistance-of-1-cell is Je ‘005 ohm. 


10 


The internal resistance of batteries can also be obtained by 
the charging current as well as the discharging ; for, sup- 
pose in charging 25 cells we observe by an ammeter 30 
ampéres flowing in the circuit and their P.D. is 56°8 volts. 
Upon taking off the current and observing the instant the 
needle stops falling (the instrument being so “dead beat ” 
that there is very slight oscillation after the current is 


disconnected), it shows 50 volts; then the internal re- 
sistance is, - 


06°8—50 6°8 ‘136 
== "136 ohm, total ; or = ="005 ohm per cell. 


not as as the preceding one, but 
= in the case of primary batteries which polarise 

, 0e next application is to the measurement of low re- 
er by the low-reading scale of the voltmeter, such as 
animatures and series-coils of compound dynamo machines. 


As shown in fig. 6, put the standard resistance of ‘01 ohm : 


ze rein with the armature, series-coil and an accumulator, 
fe ter, several accumulators in parallel. Take the P.D. 
of the standard resistance and call it v ;.then the P.D. of 
“ah calling it v’. The resistance of the armature 


Example ; | | Hise | | 
P.D. at Stand. k. = 2°35 v., v ; P.D. armature = 3°15 v., v’. 
Applying the formula, a | 

+35 = ‘013 ohm. 


The resistance of the series-coil is found in the same 
way. To check errors from the diminution of current 
between readings, they should be gone dver twice. This same 
standard resistance can be used to measure currents of com- 
mg À large magnitude, say, up to 400 ampères. It is 

t to take the readings as quickly as possible to avoid the 
temperature error, which, while not large, it is better to avoid 
as much as possible. | 

In this measurement the P.D. observed, divided by the 
standard resistance, equals the current. For example, sup- 
pose we obtain the P.D. of 2°55 volts and the standard 
resistance was ‘01 ohm; there would then be 255 amperes 
flowing in the circuit. I find this very useful in calibrating 
ammeters, using 6 or 8 cells of accumulators of large t 
connected two in series and three or four in multiple. In 


Fic. 6.—-MEASURING Low RESISTANCES. 


this way it is possible to obtain 300 ampères long enough to 


secure a reading. Smaller currents may be obtained by a re- 
sistance introduced in the circuit, generally a German silver 


— with à heavy sliding contact. 
0 


r reading from 1 to 15 ampères, use the coils in the re- 
sistance put in series, and the P.D. (if the resistance is 1 ohm) 
will be in terms of the current. It is seen that quite a range 
of work can be obtained. Sometimes it is desired to read a 
higher E.M.F. than the voltmeter is graduated to do. B 
introducing the resistance, of course, the reading is reduced. 
Add the resistance of the voltmeter (with which they are all 
accurately marked) and the reading will be halv This 
resistance being so high is the most troublesome to make. 
A very convenient way is to take a piece of ground glass 
me with graphite and measured by the Wheatstone 
bridge and finally adjusted with the voltmeter. | 

To verify the reading of the voltmeter at any time, or, in 
other words, to compare if with a standard cell, take an 
ordinary resistance box (legal or B.A. ohms), and connected 
as shown in fig. 7, using two keys (generally those oni thie 


Fig. 7.—CALIBRATING THE VOLIQMETER. 


box), the first one to close the circuit through the total re- 
sistance from A to C, and the other to close the standard cell 
through the galvanometer. If we are reading about 100 
volts, and unplug 5,000 ohms between A and. B, then we 
unplug enough between B and ¢ to obtain a balance in the 
standard cell circuit. It is advisable to have the least 
possible current flow through the standard cell, and at.the 
commencement it is convenient to know approximately what 
resistance to unplug between B and © so that the.balance will 
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be nearly obtained upon the first trial. For example, sup 

we have unplugged 5,000 ohms between A and B and we 
observe that the E.M.F. to be tested is about 112 volts and 
the standard cell is 1°444 volt. Multiply the 5,000 by 
1°444 and divide the product by 112—1°444; the result 
will be a — the number of ohms to unplug from 
B to C. us, 


5,000 x 1444 _ 7,220 
112 — 1°444 110°556 
This is merely to save the trouble of hunting around after 

a balance, as well as to avoid unn current passing 
through the standard cell; after this is done, however, we 


disregard the reading on the voltmeter and fall back on the 
standard cell E.M.F. as the standard. When this is done, the 


total E.M.F. will be À 


= 65°3 ohms. 


where RB equals the resistance between A and B; Rk’ the 


resistance between B and C; and v the E.M.F. of the | 


standard cell. : 
Example : Resistance unplu between A and B, 5,000 
ohms ; resistance unplugged between B and C, 66 ohms. 


5,000 + 66) 1°444 
(5, ) = volts. 


_ In this method it is necessary to observe the position of 
the needle very carefully at the instant the balance is 
obtainéd, and not observe one and then the other with any 
large interval of time, for, with a sensitive galvanometer 
changes of ‘1 volt in 100 are easily detected. The connection 
at 1.N.F. is made by a cord and plug, the plug being made 
to fit the holes which are on the box. By this means this 
contact can be made at any point desired. . 

I will add to this article some points of interest to opera- 
tors generally, as they may obviate some of the troubles that 
have come to others. This instrument, sensitive as it is to + 
of 1 per cent., should receive a corresponding amount of 
good usage. No one would think of slamming a good watch 
around ; D the’ jewels and pivots of these instruments are 
as carefully made and adjusted as in a fine watch. 

Being affected by magnetism, close proximity to all power- 
ful magnetic fields should be avoided. Of conrse a nice 
voltmeter looks neat on a switch-board, but, surrounded by 
bus bars carrying heavy currents, that is far from the best 
place for it. It is better to put it in a place by itself at least 
12 feet away from the conductors and dynamo, in fact, the 
further, the better, to secure accurate results. As only small 
wires are necessary to connect with the mains the above 
‘arrangement will cause little inconvenience. Of course it is 
unnecessary to state that it should never be carried near a 
dynamo, much less laid on the top of one, while in operation. 

I will also call attention to the low temperature error that 
exists with this instrument. There being no copper wire of 
any consequence in the circuit, the current is so very small 
on account of its high resistance, that it can be left on the 
circuit indefinitely ; it can also be used in the ordinary 


Applying the formula, 


_ differences of surrounding temperature, with only an error of 


a fraction of 1 per cent. I will state that some of these 
instruments, after having been in use for three years, have 
been calibrated, and agreed perfectly with the original, 
peste À qu when handled properly, their permanency is 
unaffected. | 


THE DETERMINATION OF NITRIC ACID BY 
ELECTROLYSIS, 


WHEN solutions of nitrates are acted upon electrolytically, 
the nitric acid which they contain in a combined state is 
reduced to ammonia. It has recently occurred to a German 
chemist, G. Volkmann, to make use of this observation and 
to determine the conditions under which this electrolytic 
decomposition or transformation is best effected. The inves- 


tigation has been so far successful that it has resulted in the ~ 


scovery of a quantitative method by means of which nitric 
acid may be conveniently estimated. 


Volkmann’s work may be consulted in eztenso in the 
current issue of the richté de Deutschen Chemischen 


deposition of the metal, then 


Gesellschaft (Vol. xxiii., p. 2,798—2,801). Briefly we may 
thus describe it :— 4 

On ing a galvanic current through dilute acid œ 
through a solution of the nitrate of an alkali (¢.g. K N0) 
that has been previously acidified with sulphuric acid, no 
ammonia is formed ; if, however, a metallic salt be present 
whose acidified solution is decom by the current with 
uction of the nitric acid, 
whether free or combined, readily takes place. | 

Complete reduction of the nitric acid to ammonia take 

lace in the presence of salts of mercury or of platinum, but 
Volknsan nds that the result is obtained best whens 
copper salt is present. When zinc salts are used th 
uction to ammonia does not take place with the sam 
degree of certainty. 
he essential features of this method of determining nitric 
acid are as follows :—A sufficient quantity of pure co 
sulphate is added to a solution of the nitrate contained ina 
platinum dish, and the mixture after being acidified with 
sulphuric acid is electrolysed. As soon as all the coppers 
deposited the solution is evaporated to a small bulk and the 
ammonia is distilled as usual. 

The strength of current used in this operation is one that 
would yield from 1°0 to 2°0 cc. of electrolytic gas (oxygen 
and hydrogen) per minute. | 

The amount of copper sulphate used is guided Le: 
approximate amount of nitric acid present in the salt thats 
to be analysed. For instance suppose it were required bb 
determine the nitric acid in potassium nitrate, it would k 
necessary to take half as much crystallised copper sulphate; 
if less be used the rate of deposition must not be so fast. 

The following experiment is described as illustrating 
modification of the above method which may be used à 
cases when a neutral salt is under consideration, or whe 
other salts are present, which undergo no permanent decom 
position : To a solution of potassium nitrate dissolved à 
water is added a measured quantity of sulphuric acid co 
taining a known strength of acid. The positive electrode» 
coppered and the current of electricity is then passed unl 
all the copper has been transferred to the negative electrodk. 
The excess of sulphuric acid is then determined by titrati 
against an alkali, Ant in this particular instance it most lk 
noticed that some of the titrated acid is taken up by th 
potassium. ‘This is expressed in the equation 

KNO, + 4 H, + H, 80, = K (NH,) SO, + 3 H,0 
This of course must be taken into account in the calculation 

Volkmann states that the method is delicate, a qe an 
reliable, it is without doubt extremely interesting and might 
with advantage be added to the laboratory notebooks of om 
readers. | 


IS SCIENCE DISCIPLINED KNOWLEDGE, OR 
IS IT SOMETHING ELSE? 


By §. ALFRED VARLEY. 


(Concluded from page 6.) 


Pror. HERTz’s experiments, interesting as they are, do 
seem to bear very directly on practical elect ynamics, af 
it is not proposed to discuss them in this communicatid 
but the writer must be allowed to say that he claims to bar 
shown in previous communications that the e 
demonstrations of Prof. Lodge, in connection wit the Dr 
Mann lectures, even if they stood alone by themselves, de 
rove the mathematical elucidations of Maxwell’s theary,* 
ar as the passage of transient currents are concerned, 
is further claimed that the electrical welding e . 
performed at the Institution of Civil Engineers do 1%} 
any À to the confidently expressed 
of Sir William Thomson as to the behaviour of trans 
currents, and further, it is contended that what was obser 
during the the time the welding experiments were M + 
formed, was directly opposed to that which Sir 
Thomson, in his Edinburgh paper of 1890, referred #8 
“the known laws of the diffusion of electric currents & 
non-magnetic conductors, considered in connection 
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magnetic susce ibility of unknown amount and laws in con- 


ductors of steel and iron.” * 


Practical men will, it is thought, prsesromurs. d À more 
reliance upon the electric welding experiments lasting over 
a week, and during the course of which iron bars of more 
than an inch in diameter were heated by electric alter- 
nations of some thousand of ampéres, than on a single acci- 
dental experiment, in which a continuous current dynamo 
circuit of 83 ampères and 103 volts, was momentarily short- 
circuited by a steel bar held in the hand. Moreover, this 
accidental experiment was not performed by Sir William 
Thomson himself, but simply reported to him ; nevertheless 
it was made the subject of a scientific paper, and put for- 
ward as convincing evidence of the truth of theory. What 
has just been said has been threshed out in previous commu- 
nication, but Sir William Thomson, having ignored all that 
has been brought forward by the writer in opposition to the 
newer theory, it has been thought advisable to reiterate certain 
of the main points, and the more so because there is reason 
to believe that the most will be made of Prof. Hertz’s experi? 
ments by certain of our physicists, who would seem to be 
really more anxious to assert the infallibility of scientific 
orthodoxy than to propagate scientific truth. | 
When striving to solve scientific problems it has become 
in the writer’s own case almost an instinct, first, to reduce 
the subject he is dealing with to its component elements, 


and then from these elements to build up a structure, brick 


by brick, and to buttress it up by studying at the same time 
other branches of science. By adopting the course described, 
seeing the physical sciences are all of them related, incorrect 
reasoning is often quickly corrected, the directionin which truth 
lies sometimes indicated, and experimental research very 
much simplified. It is within the writer’s experience that 
scientific edifices reared in the manner described are not 
easily toppled over, and it is thought that the communica- 
tions in opposition to the newer theory which have appeared 
in this journal may be cited as exemplifying what has just 
been said. On the one hand, a good many encouraging com- 
munications, altogether, have been received by the writer ; 
but, on the other hand, no physicist seems disposed to 
challenge the views developed in the writer’s communica-tions. 
The issues championed by Prof. Lodge and Sir William 
Thomson, it is contended, have been criticised in a non- 
partisan spirit, but the writer has not succeeded in obtaining 
any frank answers to his frankly-put questions. Sir William 
Thomson himself has maintained silence. Such silence may 
he masterly, but it is scarcely philosophy in the sense of the 
term, and it may be certainly claimed by the writer as nega- 
tive evidence that the position he has taken up in connection 
with Maxwell’s electrical theory during the last three years is 
felt to be unassailable. | 
The basis on which Maxwell’s theory rests, is the theory 
which assumes all s to be permeated with a medium 
termed the ether jelly, Sir William Thomson has popularly 
described this hypothetical jelly as possessing in an almost 
inconceivably refined degree the properties of a jelly—viz., 
elasticity with an absence of fluidity, and that also of pitch, 
Viz., inelasticity and fluidity. To minds so constituted as to 
experience no difficulty in mentally conceiving a hypothetical 
medium such as that physicists assume to fll all space, the 
ether theory is an ideal one for the imagination to conjure 
with, for it assumes, in effect, the existence of a something 
possessing at one and the same time properties and no 


* It seems to be inferred in the extract given that conductors are 
oan into two classes, the pen matiolte and the magnetic, and 
the oe same laws do not apply to both, the writer is of opinion that 
sh y difference between conductors is one of degree. When an 
pr À circuit is closed through copper, inertia has to be overcome 

imilarly 6 we a circuit is closed through steel or iron, but in the 
= oe e inertia op is very much greater, and this is the 
thay erence. It has been pointed out in previous commuications 
pre sor pee is energy statically occluded (in the case of copper 
preg ts) only so long as the circuit remains closed, but that in the 

en de À nm conductors there is a more or less stable associa- 
de | energy with the conductor, and therefore when an iron or 
samieed is opened the statically occluded energy is parted com- 
mn 4 Ai and never wholly. In a tempered steel et the 
bine? y stably associated with it, but .not chemically com- 
being energy, it can exert influence through 
de À ing combined with matter it cannot do work, its in- 
maintain cee eee being negative, not positive, and it strives to 
through it : ; US quo in space, and resists the motion of matter 

; in other words opposes inertia to the motion of matter 


properties. As a matter of fact, the physicist assumes 
(1) that the ether jelly has properties common to matter 
without being matter, for it no weight ; (2) 


_ it is supposed to be an oscillatory mediam, this ‘involves its 


: ing inertia a convertible term for weight, seeing that 
the weight of any medium is the measure of its inertia ; (3) 
the ether is assumed to behave as a perfect fluid, being at the 
same time a jelly, the distinguishing characteristic of which 
is an absence of fluidity. | 
The writer always regards the ether theory as the scientist’s 
Athanasian creed, for it is quite as difficult to reconcile with 
common sense reasoning. an illustration of the way the 
ether jelly is assumed to behave, ‘ones under the receiver of 
Vv 


an air res a thin metal bottle, having flat sides and a light 
valve closing the mouth, but opening freely outwards. Now 


exhaust the air in the bottle and the receiver by pumping, 


the air will be removed, but not the ether, for it is a solid — 


inexpansible jelly, which is incapable of being pumped out, but 
if the air now be let in, the mouth of the bottle becomes 
closed by the valve, the metal sides of the bottle collapse, and 
are forced into contact with one another. by atmospheric 
ressure, the ether jelly conveniently behaving as a perfect 
uid, and passing through the solid metal without hindrance. 
Common sense refuses absolutely to believe in the actual 
existence of a medium such as the ether theory demands, but 


many of our physicists would appear to have no difficulty in . 


doing so ; they accept it as an act of faith on scientific au- 
thority, and expressed as a symbol it becomes as concrete to 
mathematicians as matter itself. 

Now, it is not contended that the ether theory can be 
dispensed with ; all research seems to suggest that the trans- 


mission of energy involves a medium, but the fact that it is 


found necessary to assume the existence of a medium con- 
veniently 
ingly as they are required, and of whose existence there is 
no real evidence whatever, demonstrates simply the feebleness 
of the human intellect relatively to the mysteries we move 
among, and which an almost irresistible instinct’ impels us 
to try and grapple with. 3 | 

It is most fallacious to argue that, because a theory has no 
rival it is necessarily true, and yet this is what our scientists 
so frequently do—as an example Sir Charles Lyell, in his 
“ Antiquity of Man,” says “ Darwin’s theory has no rival, and 
not to accept it must be considered an avowal that the ques- 
tion lies out of the domain of science !—just so, it does lie 
out of the domain of human intelligence to propound a true 
theory of creation, as it lies out of the domain of a Roman 
Pontif assisted by an ecumenical council to propound abso- 
lute truths. As a matter of fact, the ether theory does stand 
upon a very similar footing to that of a Roman Catholic 
dogma, and the theory on one occasion was ‘brought very 
vividly before:the mind of the writer in a Roman Catholic 
church, The priest, during his sermon, described the de- 
tails of the resurrection with all the minuteness and precision 


of a physicist telling us that our Saviour ascended upwards — 


and passed through the solid rock in the same way ay 
as physicists tell us matter and the ether jelly pass throug 
one another, he then said you will ask me how we know ? 
and his answer was simplicity itself—“ The Church tells us 
so, and we are bound to believe it.” 7 | 

The writer has been waking up to the fact now for some 
time, that there is only too much in common between the 
methods of our modern schools of science and the most re- 
trograde of the Christian sects ; they both of them accept 
dogmas as acts of faith, and they reverence as authoritative 
and infallible what has been propounded by mere human 
intelligence. The following is a condensed extract from a 
speech delivered by a scientific preacher at the Institution 
of Civil Engineers: “When so great an authority as Sir 
William Thomson has told us that transient electrical cur- 
rents are entirely confined to the outer skin of a conductor, 
who can doubt it?” 

The keystone of the unsoundness, and, it is contended, the 
growing unsoundness of modern science, is the reverence 
now paid to the mental assumptions of those who, pire 
orthodox scientific credentials, assert the right to spea 
authoritatively, and who are considered to do so by the rank 
and file who sit at their feet. Scientific Popes are no more 
infallible than theological ones, and both scientific as well as 
theological popery have risen into power very similarly. 

The two greatest educational and social forces, the ones 


ing positive and negative properties accbrd- 
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which have contributed in a greater degree than any. others 
to human progress, are Christianity and the development of 
the physical sciences. 

In the earlier days ef the Christian era, men fought against 
heathen tyranny and bigotry, and as they became victorious, 
the parasitical growth popery developed itself, and so soon as 
it became powerful enough to do so, it ruled pue À 
At a later date scientific workers pursued science under diffi- 
culties, and waged war with theological bigotry. It is not so 
long ago that Hutton was looked askance upon by respectable 
_ orthodoxy for daring to say that a careful examination of the 
rocks had led him to the conclusions that there were to be 
seen neither signs of a beginning, nor signs of an ending, 
and yet those who tabooed him were in the habit of standing 
up in churches and chapels to declare, As it was in the be- 
ginning, is now, and ever shall be, world without end. 

There are some of us who can remember the time 
when science was frowned upon, and we felt very bitter with 


theological bigotry ; but we. have lived to see science vic-_ 


torious all along the line, and Darwin himself accorded 
funeral honours in the Abbey. Victorious science seems to 
have found its Capua. History would seem to be repeating 
itself ; the era of stientific Popery has fairly commenced, 
and independent scientific workers are at the present time 
looked askance upon and tabooed. Every physicist having 
mathematical credentials now considers himself an electrical 
authority, and we have more than one great electrician who 
has never made a single scientific diecovery much less an 
electrical advance of any kind. 

Scientific honours are seldom awarded to scientific 
pioneers and discoverers ; as a rule they are given to intelligent 
workers who investigate by technical methods the discoveries 
of others with the aid of instruments of research, to the 
design of which mathematicians have contributed. but little. 

Now, not only have our scientific Popes ridden into in- 
fluence and affluence on similar lines to their theological pre- 
decessors, but their methods being only too much alike, the 


outcome of their respective schools is practically the same © 


also. The one, as we know, has led to indifferentism and 


atheism in those countries which have been subjected to its | 


rule, and the other leads to a cultured unbelief or refined 
atheism, to describe which a special word has been coined 
by a master of style, so as not to offend the over-sensitive. 

A great gulf will be found to separate the nfodern schools 
of science from that healthier one to which men such as Sir 
Isaac Newton, Davy, and Faraday belonged, and it is not 
without significance that the greatest discoveries and the 
soundest scientific work have originated from, and been de- 
veloped by, men who were not agnostics. Darwin himself 
cannot be fairly claimed as an exception to what has just 
‘been said, for in his autobiography he tells us he wavered, 
and he was great enough to recognise that certain of his 
_ faculties (the emotional ones) had been starved and damaged 
by a too great concentration of his vital energies to spe- 
- clalistic studies. He says of himself that his mind seemed 
to have become a sort of machine for developing general 
laws out of a large accumulation of facts, and that, could he have 
lived his life again, that he would have devoted a certain amount 
of time daily to listening to music and reading poetry. All 
scientists would do well to ponder over and take to heart the 
words of Darwin, for the range and nature of his work was 
certainly wider than that of many of our physicists. 

All sound science will be found to rest ultimately on re- 
velation. Man knows nothing excepting that which. is 
revealed to him by. observing, and what he observes may be 
truly described as the dogmatic utterances of Nature— 
Nature’s utterances and those of infallible Popes, be they 
thelogical, or be they scientific, differ from one another in the 
fact that the former are as sound and reliable as the latter 
are unsound and misleading. 

It is to men who, like Faraday, Davy, and Newton, sit at 
the feet of Nature and who ask reverentially to be taught, 
that Nature reveals in a larger degree her secrets ; men such 
us these have parts in common with our poet philosopher, 
and discover for themselves there are tongues in trees, they 
read sermons in stones, find books in streams of running 
water, and can see good in all things. 

No hard and fast lines divide the physical seiences from 
theology, and were it not that it be be somewhat out -of 

lace in a technical journal, the writer would have liked to 
interpolate a few remarks bearing on their relationship to 


oue another, but whilst refraining from doing so, he must be 
allowed to say that, in his opinion, spiritual revelations are 
in every respect as true as physical ones, and, further, that he 
himself considers man’s spiritual knowledge to be in advance of 
his knowledge of physics, and for the reason not only that 
theology regarded as a science is very much older than any 
physical sciences, but because men, as @ whole, in all ages 
have been very much more in earnest in its pursuit, re 
cognising as man does retake his relationship to 4 
divine principle is the distinguishing feature of man, and the 
one, as well as the only attribute he possesses which separates 
him at all widely from his four-footed brother mamalia, 
The present generation of men have been reaping a very 
abundant harvest from the scientific work of their prede. 
cessors. In the earlier portion of the present cen 
scientists were largely composed of amateurs who had no 
ulterior object beyond making scientific discoveries, and the 
labours of such men have contributed largely to all that is 
sound in modern science ; but a certain slovenliness, by no 
means confined to science, characterised the beginning of 
the 19th century and the earlier half of it. Faraday, the 
Keble of science, set himself to reform the slovenliness only 
too common with scientific exposition and research, and, like 
Keble himself, he unwittingly helped to + ra the way for 
sensationalism and what, in the absence of a better word, 


may be called ritualism. 

Since the days of Faraday scientific lectures have become 
works of art and dramatic performances—spectacular effect 
and vestments receiving more attention from the lecture 
than the exposition of new truths. — | 

Prof. Huxley, in his retiring address to the Royal Society, 
stated “that nothing is of more importance to the man of 
science than that he should appreciate the value of style,” 
he remarks, “ Ze style est l’homme même,” as à man of science 
who was a master of style has profoundly said, and he goes 


.on to say, “a good style is the vivid expression of cleat 


reasoning.” Now, there can be no manner of doubt that the 
vivid expression of clear reasoning is good style, and logicall 


the converse must be equally true, but in practice the s 


in trade of the man of style consists of clever word pain 
and the cultivation of the ability to construct neatly t 
meaningless gee which sound smoothly to the ear, such 
phrases which really convey no information, whatever, ar 
made only too often to do duty for reasoning as well as to 
mask mu À cover up what the science expositor should fairly 
face, and frankly acknowledge that he cannot explain. Is 
reference to certain of our popular lecturers, the writer one 
heard some very pertinent remarks made by a scientific 
enthusiast, a lady scientist, to whom it used to seem to the 
writer that nature had been kind in every way, and whose 
countenance, when excited, used to light up, and fairly beam 
with what can only be described as intellectual enthusiasm; 
this lady said that she was in the habit of attending ms 
lecture delivered at the Royal Institution, and that she made 
notes, that there were certain of the lectures which fairly 
carried her away at the time of their delivery, and that there 
were others very tedious to set out ; but when she got home, 
she very frequently discovered she had learned absolutely 
nothing from those lectures which were so delightful to listen 
to ; whereas, on the other hand, she found very often that 
she had carried away from the tedious lectures some new 
facts and ideas to think upon. Now it is almost needless @ 
say that the charming uninstructive lectures which this 
lady was referring to, were those delivered by scientists whe 
cultivated and attached importance to style. 

Prof. Tyndall, on one occasion, let the public have a peep 
behind the scenes. Replying at a public dinner given 
honour of Henry Irving to the toast of science, he claimed 
brotherhood with professional actors, on the ground ths 
scientific lecturers and dramatic performers produced thelf 
effects by similar means. “ 

Since the days when Prof. Tyndall used to devote ‘hinnell 
to “spinors. amusement adulterated with instruction, 
world has not been standing still, and the Admirable Crightos 
whom learned scientific societies so delight to honour, has 
succeeded in connecting the Royal Society with legerdemail 
At a conversatione given the last year by a Gov 
scientific department, the sensation of the evening was 
was exhibited and published to the world as à most marvello® 
scientific advance, was really of the nature of an Egypam 
Hall illusion. a 
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But, to return to the Maxwell electrical theory, which has 


‘mainly led to this communication, for lightning discharges 


to be oscillatory there must exist the conditions which oscil- 
lation involve, and it cannot be demonstrated that these con- 
ditions exist. The conditions which oscillation involve are 
well understood, and they have.been dealt with at length in 
previous communications. — The only oscillations of which 
there exists any real evidence involve matter the only entity 
known which ses inertia. 

Inertia (the distinguishing feature of matter) contrasts 
with and forms a sort of duality with energy. Inertia strives 
to maintain the status quo—energy éndeavours to bring 
about a change. Energy is positive and inertia is negative. 
In the simple theory developed by the writer, and published 
in this journal* inertia has been described. as negative 
energy, for all physical acts involve an overcoming of the 
inertia, or, as the writer would put it, a combination occurs 
between positive and negative energy. | 

The existence of a medium filling all space is purely an 
assumption, there being no evidence of its actual existence. 
It may, perhaps,, be urged that we do not know what either 
energy or electricity are, but we have at leust evidence of the 
existence of these two entities, and our knowledge of the 
laws governing their behaviour is very considerable. It is 
quite true we cannot say what the entities energy and elec- 
tricity really are, but we can make a shrewd guess as to what 
they are not. 

if motion be imparted to a billiard ball, and this ball 
meets in its path a second one, the energy associated with 
No. 1 ball is tranferred to No. 2 ball, which becomes set into 
motion, No. 1 ball ing at once from a condition of 
motion to that of rest, and No. 2 ball will continue to move 
until the energy transferred to it has been parted with, 
and the energy it. has acquired can only be parted with by 
being transferred elsewhere, either directly to matter or 
through the medium of what is termed work ; and it should 
be noted that a// work involves matter. Now, what has jus} 
been stated if it stood alone would suggest that energy asso- 
ciated with matter cannot leave it excepting by being passed 
on to some other vehicle, such vehicle possessing certain of 
the properties associated with matter, and thus the mind 
feels the necessity of assuming a medium through which the 
energy radiating from the sun is transmitted. 

Physicists who accept Maxwell’s theory tell us that light 
and electricity travel at the same rate; do they wish us to 
understand by this that if thunder clouds were 192,000 miles 
distant, a lightning. discharge would, like light, reach the 
earth one second after it had left the clouds ? Wheatstone’s 
mirror experiments demonstrate as clearly as experiment is 
capable of demonstrating anything, that a Leyden jar dis- 
charge really consists of two sparks commencing at one and 
the same moment from the oppôsitely-charged coatings, and 
meeting one another midway. 

The writer has poirited out in previous communications 
(developing, at the same time, reasons) that the rate at which 


‘a Leyden jar discharge is determined solely by the condi- 


tions prevailing in the path of discharge, and that there is 
no fixed rate, the speed of discharge ranging, theoretically, 
from the infinitely great to the infinitely slow. 

The main burden of the writer’s song in all his communi- 
cations has been continuity between all physical phenomena, 
and that being so, he would be the last to deny that there is 
à connection between light and electrical phenomena, and he 
proposes to point out what he himself conceives to be the 


_ connection between light phenomena and electrical phe- 


nomena, but as he is anxious to conclude this article, and 
to: run into another communication, he must express 
oe for the sake of brevity, somewhat dogmatically ; at 
€ same time, he is prepared to give reasons if called upon. 
_ 1. The bond of connection between light phenomena and 
electrical phenomena is energy. 
: ÉnerEy is not light any more than electricity is energy. 
energy acting upon matter, and 
ight ma i 
eer and ra y be popularly considered a product of 
- Electricity is not ene but an attribute of matter, 
in the constitution of the molecules 
Matter, and, speaking popularly, electricity may be de- 
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scribed as the door through which energy enters and passes 
a matter when energy is being transmitted by, say, a 
ynamo. 

5. A Leyden jar discharge through an air space is a trans- 
mission of energy through the medium of the electricity of 
the air path itself, energy only and not electricity being 
transmitted. | 
6. That similarly as light has been described as being a 
ee of matter and energy, so electrical phenomena may 

considered a product of energy and the electricity of 
matter. 
7. No electrical phenomena can be produced in a vacuous 
space, because where there is no matter there can be no elec- 
tricity, and similarly light phenomena are not ible in 


absolute space, seeing that light phenomena involve matter 


as well as energy. 

8. Energy passes freely through space, but it can only do 
so FA grog | into some oe sine similarly as already de- 
scri in the billiard ball illustration, and that being so, 
energy it is considered cannot radiate from the sun simply 
into empty space. 

9. That magnetism is not electricity; on the contrary, it 
is energy unstably associated with matter statically. 

10. That as magnetism is energy, it is capable of exerting 
influence through space, but so long as it is statically asso- 
ciated with matter its influence is negatived, and it strives 
to maintain the status quo, resisting the motion of matter 
within the sphere of its influence, but so soon as energy in 
the form of magnetism is set free from its unstable associa- 
tion with matter, it at once becomes positive energy, and is 
capable of performing work. | : 
11. That magnetism (1. energy statically and unstably 
associated with matter) comports itself similarly to the force 
of gravity. | | 

12. That the magnetic conditon of matter is a sort of 


. connecting link which enables energy, the inertia of matter 
_ and the force of 


vity to be mentally connected. 

In the series of propositions which have now been given 
the writer has incidentally illustrated his method of research, 
he has analysed as far as he is at present able the elementary 
forces concerned in all physical phenomena ; by doing so he 
has obtained a base on which to commence building, and he 
ventures to think that whereas he, on the one hand, finds it 
a comparatively easy task to assail Maxwell’s theory, and to 
demonstrate the unsoundness of Prof. Lodge’s and also Sir 
William Thomson’s elucidations of it, they, on the other 
hand, he is of opinion, will find it more difficult to assail 
what he has brought forward. Now, the writer is contend- 
ing for a system of research which he regards as the only 
sound one, so far as breaking fresh ground is concerned. No 
one will for a moment contend that men trained at colleges, 
and who, after having distinguished themselves, are endowed 
as scientific professors, have advantages far greater than, say, 
the writer, who left school before he was 14, and then spent 
his youth in a workshop, and yet he is disposed to think that 
there is no living mathematical physicist in this country who 
can beat his record for originating practical advances in 
electrical work. In 1858 and 1859 he showed the practical 
bearing of theory to submarine telegraphy, bursting up the 
expensive egg laid by physicists at a cost of upwards of 
£10,000, and he was complimented by Faraday at the time. 
He suggested the use of and designed artificial submarine 
circuits, which have since enabled the longest telegraph 
cables to be duplexed ; he designed and introduced what is 
admitted to be the greatest improvements in Wheatstone’s 
needle telegraphs ; he discovered the dynamo principle, and 
constructed the first self-exciting dynamo in 1866, and for. 
having done so was awarded the gold medal of the Inven- 
tions Exhibition 19 years later. Since then two decisions 
given in the law courts have established his claim to have 
introduced the second great advance in dynamo construc- 
tion. | 
‘ It would seem that the writer is the only one who has 
ventured to question, and seriously oppose, Maxwell’s theory, 
if it be the advance forward which physicists declare it is, 
then Prof. Lodge’s claim to be able to see further into the 
matter than was possible for the greatest men of the past is 
both logical as well as reasonable. 

The advantages by an endowed scientific Pro- 
fessor are necessarily very much greater than those of an 
outsider like the writer, and that being so, there should be 
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no difficulty in crushingly exposing the errors (if they be 
errors) of the older electrical school. Our physicists claim 
to be in possession of clearer lights, and more than one of 
_ them have had the advantage of sitting at the feet and being 
instructed by our greatest living physicist, Sir William 
Thomson. Is there no one among them possessing faith 
enough to come forward in the cause of science and’ break a 
lance with the writer? If they do not see their way to doing 
this, surely it is a great satire on the methods of modern 
physicists and the professorial teachings of the “ greater 
giants ” of the present day. Hine 
In conclusion, the writer will only add that he would very 
much like the questions at issue to be submitted to any im- 
partial common sense jury, and one of the questions he 
would ask them is whether, in their opinion, an earnest 
student would be likely to obtain more knowledge of elec- 
trical phenomena from the joint contributions to the eluci- 
dation of the newer theory of Prof. Lodge and Sir William 
Thomson, than from a perusal of what the writer has pub- 
lished in opposition to it ; he, himself, is disposed to think 
thal the student would find the writings of Thomson and 
Lodge a mental exercise and very little more, whereas they 
could not possibly read the writer’s contributions without 
obtaining’ some knowledge of the laws that govern physical 
phenomena. 


“ELECTRIC LIGHTING IN THE CITY. 


WE take the following from the Financial News ;— 

“The importance of this undertaking can hardly be over- 
estimated, and its: prospects are promising in the highest 
degree. The district is of the class that experience hus 
proved to be most profitable of all in the enterprise of elec- 
tric lighting, consisting of large business premises, pnblic 
offices, and such-like buildings. The eastern division con- 
tains several important railway termini, in whichare lights will; 
no doubt, be adopted—for instance, Cannon Street, Fenchurch 
Street, Liverpool Street, Broad Street, and Bishopsgate ; the 
central division includes a large number of important ware- 
. houses, notably in Fore Street and Wood Street ; and the 
western division, most of the more important newspaper and 
printing offices. The concessions will eventually be trans- 
ferred to a limited liability company ; or it may be two that 
will be floated at a favourable turn of the money market. 
But work is to be commenced immediately, and the two con- 
tractors will eventually be in the position, as their custom is, 
of vending a going concern, retaining a proportion of the 
shares and the engineering control. 
" tails, however, nothing can yet be made known, nor, indeed, 
is anything actually settled. They are in the same hands, 
both in the interests of the Brush Company and of Laing, 
Wharton and Down, and are understood to rely on powerful 
and influential support. | 
. “Consumers will be benefited by the adoption of the 
sliding scale of the Gas Acts, which will reduce the price 
of the light, as dividends rise over 10 per cent., and the 
local authorities have the right to acquire the undertaking, 
so far as it relates to public lighting, at the end of 21 years, 
upon the terms fixed by the Electric Lighting Act, and they 
bave also the right to acquire the undertaking, so far as 
relates to private lighting, at the end of that period, on pay- 
ing its value as a going concern. They have the right to 


buy up at the end of 42 years, or at the end of any subse- - 


quent 10 years, upon the terms of the Act ; but until the 
undertaking is so purchased, the concession as to private 
lighting is not determinable, except in the event of certain 
defaults by the contractors. The contract as to public light- 
ing is determinable by either party at the end of 7, 14, or 
21 years. The commissioners have agreed not to consent to 
any other compra? obtaining a provisional order during the 
first 21 years. The work of laying the mains has to be com- 


menced before February 19th, and completed about two years | 


hence. They have to be laid underground, overhead wires 
being .absolutely prohibited. The preliminary work of 
equipping the central generating stations is already in pro- 
gress.; and it is expected that the first thoroughfare to be 
-illuminated—Queen Victoria Street—will be speedily out’ of 
-hand. Here, however, there already exists the great conve- 
nience of a subway. | 


u 


Of these financial de- 


reaches the ear. Time is just given to make a bolt for 


“ The present public lighting bill of the City is rather legs 
than £10,000 a year. The future cost will be rather mor 
than £20,000. Roughly speaking, gas lamps, of which the 
probable candle-power is 40,000, are to be replaced by elec: 
tric lamps of 800,000 candle-power.. There are now in each 
of the three divisions about 1,000 gas lamps. They will he 
replaced by a gross total of about 400 arc lamps and 1,000 
glow lamps. For main thoroughfares arc lamps, costing for 
maintenance £26 each a year, will be used; and in small 
streets, lanes, and courts, glow lamps, costing each for main: 
tenance £5 or £10 a year. The arc lamps. have each4 
nominal candle-power. of. 2,000 candles, and they will le 
placed at intervals of about 250 feet. Midway between two 
arc lamps, the light will be.about 40 times greater than mid, 
way between two existing gas lamps of 10 candles each; 
For private lighting both companies will use the alternating 
current system ; but the pressure will not exceed that of 
which electrical engineers have had successful experience. _ 


THE CITY AND SOUTH LONDON RAILWAY 
COMPANY. 


THE following list of complaints against this company’s 
method of conducting its traffic appeared in the Evening 
News and Post.of Tuesday, under the signature of Thoma 
Mackenzie-Ledlie, LL.D. :— 

“ Permit me to call your attention to some of the mor 
glaring defects in connection with the New Underground 
Electric Railway, lately opened for traffic between London 


‘Bridge and Stockwell, with the hope that by ventilating the 


grievances under which travellers by it suffer, through the 
medium of your.columns, some efforts will be made by the 


directors to remedy same. 


“ First. The morning and evening trains are excel 
badly arranged. They consist merely of three carriages, 
are therefore totally inadequate to cope with the rush of pap 
sengers coming to and from business. The officials permit 
the carriages at these periods to be crowded to suffocatiol 
Not only is every seat filled, but there is not even room fo 
passengers to pass out, as the carriages are crowded will 

ple standing. The ventilation at best is excessively poof, 

ut no one can realise the unhealthy, suffocating atmosphere 

thus produced save those who have had the misfortune to, 

ed up in such carriages. But bad as affairs are il 
this respect they are ten times worse in the smoking ct 
riages. | | : 
ce Second. The lighting of the carriages is the most miserable 
makeshift I have come across for a very long time. Itt 
practically useless. When the train is stopped at a station 
the light is all right, and nothing better could be desired, but 
directly the engine moves and the train goes on its way th 
light begins to fade away, and e’er we have travelled.mit- 
way between the stations the carriages are in a state of semi 
darkness, if not totally dark. It thus becomes impossible 
read, and is practically a nuisance. , 

“ Third. The lifts conveying passengers up and down af 
not run in any organised manner. In very many cases pale 
sengers are kept waiting for the lifts to fill, and are landed 
down at the rails in just sufficient time to see the train mow 
off ; and are therefore provided with the luxury of waiting 
for another 10 or 15 minutes whilst a train arrives. 

“ Fourth. The ‘ officialisms’ of the stationmasters, alld 
indeed, the guards, are at times most tantalising. Whe 
(more especially at the termini stations) the passengers 4 
lucky enough to get down in time to reach the train befor 
it goes out, one long continuous bawling to ‘ hurty L 


carriages, and scrimmages which would Go justice to a fot 
ball field not infrequently occur. “4 
“Fifth. The arrangements at the turnstiles at Lond® 
Bridge for taking the fares are far from being as theys 
Oft times, when business people are at, say, 5.30 Pis 
naturally anxious to get home as speedily as possible, Œ 
man will be found only to take the cash, the other turnstile 
being idle. A crush inevitably occurs, and on this accom 
ladies abandon the line, and the sterner sex also prefer ® 
travel by other routes. | 
“ Sixth. The frequent delays and long stops at tin 
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rtravelling a most uncertain matter, especially for those, 

to time.’ I enlarge en this, but I 
»sider the simple statement enough for my purpose. 

a Surely, Sir, the overcrowding could easily be avoided by 
a better service of cars during the rush at morning and 
evening time. : If no better means can be had for lighting 
the carriages, then we should have recourse to the oil system, 
but I have not the slightest doubt that much better arrange- 
ments could be made if only the: official in charge would 
travel a little and exert himself. The lifts should be run so 
as to reach the stations in time to catch the out-going trains. 
‘They should be run-with more system than they are pr Bc 
and the directors should put an end to the howling officialism 
of their employés in the “hurry up” system. If both turn- 


stiles were kept going no crush would occur, and passengers’ 
would be enabled to take their seats with leisure and comfort.. 


It may be said that the general public’ do not feel: these 


grievances, because the number travelling daily ‘is consider- 


able. It is because the system is new and novel that it -is 
supported now; but I much mistake if the directors will 


meet with the same support in a month’s time, unless these 


matters be at once seen to and remedied.”- ! 


We can quite understand that the first complaint is well- 


founded, and the company must have foreseen all that Mr. 
Mackenzie-Ledlie points out ; the defective lighting, also, 
was known before the opening of the line to the public. 
The conclusion at which the writer arrives is, we expect, not 
far from the truth, and it behoves the company to seriously 
look into these grievances, and make amends for past failings, 
for competitors with other methods of conveyance will no 
doubt be keenly alive to any falling off on the electric line, 
and exaggerate trifling defects into serious blunders. That 
there are obstacles to be overcome everybody will allow ; but 
only those interested from scientific motives or kindly feelings 


towards a new departure in locomotion will bear with the com- 


pany whilst it is groping its "4 comparativèly in the dark 
to better its service of trains. 

one feeling in the matter, and sentiment for caterers to their 
wants is unknown to the masses. . 

- Furthermore, there is but little doubt in our minds that 
another point upon which Mr. Mackenzie-Ledlie does not 
touch will need revision, and that is the one fixed charge 
between all stations. People may pay now for the novelty, 
but soon it will be clearly seen that for intermediate stations 


at all events another scale of charges must be adopted. 
Changes, however, even in a well-regulated railway system, 


take time to produce their effects ; therefore Mr. Mackenzie- 
Ledlie and others like him should not show too much im- 
ee with the operations of an undertaking which has 


n in actual working existence but a bare month, and which 


~ have not'yet been rubbed down by the lesson of practical expe- 

rience to such a degree as to render criticism unnecessary. 
Probably many of our readers could suggest means to rs à 
the defects complained ‘of here, and doubtless the company 
would not hesitate to adopt any réasonable views. 


PROGRESS OF THE ELECTRICAL 
| INDUSTRIES. | 


(Continued from page 30). 


Messrs. ARTHUR B. Git, & Co. | 
OF 4, Bombay Street, Bermondsey, report to us that they 


have found 1890 a decidedly busier year than any preceding 


it... Amongst the more important ‘installations of electric 
light ‘and power erected by this firm during the past year, 
may be mentioned. a. very complete one at the À 
offices in Fleet Street (where the entire plant of steam engine, 
dynamo, accumulators, &c., had to be concentrated into a 
a very limited even for electric light appliances) ; St. 
a 8 Mansions (with a total capacity of nearly 2,000 
ights) ; Marlborough Mansions, and many other residential 
a business premises in the London district. This year, 
: sers. Gill ‘& Co., anticipate a considerable increase of 
ksiness—tenders for 12,000 being already in hand ; whilst 
a large amount of additional work will accrue from the 
extensive showroom and stores which they: have recently 
. opened at 36, Parliament Street, Westminster, S.W., for the 
Convenience of electrical contractors and the trade generally, 
as well as for their own clients in the West End. | 


he general public have but 


THE GENERAL, ELECTRIC POWER AND TRACTION COMPANY, 
About the middle of this year the business of Messrs.. 
M. Immisch & Co., was amalgamated with that of the Electric 
Traction Company ; the two firms now trade under the title of 
the General Electric Power and Traction Company, Limited. 
The new Company have primarily for their main object, 
electric traction and general power work, but they in nowise 
confine themselves to these branches, and have during -the 
past year accomplished a considerable amount of lighting 
and general work. . 
Their business may roughly be divided into four branches, 
viz..:—(1)- Mining work, (2) tramcar: work, (3) electric 
launch work, (4) general work. EX 
1. Mining work.—Work:in this department has been excep- 
tioually brisk, and installations have been erected in England, 
Wales, Scotland, the Continent, Asia, Africa, and Australia. 
Without going into details, it may be mentioned that almost the. 
whole range of mining work Le been successfully accom- 
plished by the “ Immisch ” — ;. winding, hauling, 
pumping, fan driving, rock drilling, &c., having been 
carried out in different pits, and in nearly all cases the plants 
have been arranged on the rr pte parallel system, so as to 
be adapted for both lighting and power. The aggregate H.P. 
supplied during: 1890 in dynamos and motors for this 
purpose is very nearly 1,000 H.P. : .. | | 
2. Tramcar work.— Although no new lines have been . 


laid down this year by the Company, they have made 


considerable progress in the general details of accumulator 
work, and have successfuly run their cars on the North 
Metropolitan Tramways Company’s lines at Barking during 
the whole of the year. The total mileage for the. year is 
approximately ~ 80,000 car miles. . According to schedule 
time the wg mileage was approximately 1 per 
cent. more than that actually run. e experience thus 
gained has enabled the directors to the main- 
tenance of electrically-equipped accumulator car lines at rates 
which will compare favourably with horses. The company 
is prepared to treat with tramway companies on these con- 
ditions, and have now in course of preparation estimates for. 
séveral important lines. : | 
8. Electric launch work—During the past summer the 
company had launches both on the Thames, and on the 
Union Canal at Edinburgh during the late Exhibition. The 
total number of passengers carried at Edinburgh was 
100,000, and the result commercially was thoroughly satis- 
factory. On the Thames some 12 launches were kept for 
hire, and although the season was a bad one, yet they were 
patronised by the public to a large extent. Many important 
improvements in motors, switches and propellers have been 
introduced by the company, and in the coming season it ‘is 
expected that: a very considerable ‘increase will be made in 
the number of boats plying for hire, and consequently in the 
financial returns of this department. 
- 4, General work.—The. general work of the company 
during 1890 was far in excess of that of the previous year 
and shows a large increase in the demand for motors suitable . 
for central stations, and motors for special machine tools 
have been in fair demand. A large number of dynamos for 
electric lighting have also been supplied by the company, and 
several important installations have been carried ‘out, amongst 
others, may be mentioned Tatton Hall; Knutsford, the resi- 
dence of Lord Egerton of Tatton. LAS LA 
The prospect. for 1891 is decidedly good, and the com- 
ny starts the new year with a large number of contracts in 
font ; séveral important mining plants are now in course of 
erection, and others are in negotiation. Electric traction. is 
undoubtedly coming well forward, and the next twelve 
months will see several schemes brought to a successful issue. 


Messrs. H, F. Joe, & Co. 


This firm has been very busy during the year, both in 
wiring and the manufacture of dynamos, arc lamps, main 
switches, &c., &c., and has perfected a new type electric 
motor (Joel’s patent) which is said to give a very high 
efficiency. Several improvements in dynamo machines have 
been effected. The following are the most important instal- 
lations carried out last year :— Co-operative Wholesale 
Society, London, dynamo and complete installation of 200 
16-C.P, -incandescent lamps; Landport Engine Works, Ports- 
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mouth, dynamo and complete installation of arc and in- 
candescent lamps ; J. Ross, Esq., Highgate (private residence), 
gas engine, dynamo, accumulators, and complete installation 
of 50 incandescent lamps; New Drapery Warehouse, 
Dundas Street, Glasgow, 2 gas engines (Crossley’s “ Otto ”) 
14 H.P. and 7 H.P., 2 dynamos, accumulators, and complete 
installation of 400 incandescent and 3 2,000-C.P. arc lamps ; 
W. Brass, .. Lancaster Gate (private residence), gas 
engine (4 H.P. Stockport), dynamo, accumulators, and 

complete installation of 120 incandescent lamps; Co- 


operative Society's Provision Warehouse, Leith, engine 
(Crossley’s “ Otto”), dynamo, accumulators, and complete 
installation of 250 incandescent laiips; The New Club, 


Galashiels, gas engine (Crossley’s “ Otto”), dynamo and 
complete installation of 50 incandescent lamps; Messrs. 

odacre & Sons, Ceylon Mills, Victoria Docks, dynamo and 
complete installation of 200 incandescent and 2 arc lamps ; 
Co-operative Stores, Chipping Norton, gas engine (Crossley’s 
“Otto,” 6 H.P.), dynamo, accumulators, and complete instal- 
lation of 60 incandescent lamps; Mr. G. F. Abery, New 


North Road, Fulham, gas engine, dynamo, and complete in- . 


stallation arc and incandescent lamps; Messrs. J. & W. 
Rendall, Kingsland Road, N., dynamo and complete instal- 
lation arc and incandescent lamps. 
- Wiring only (including switches, fuses, and fittings ).— 
H.M. Public Record Office, 200 lights ; L. A. Wallace, Esq., 
Hyde Park Gardens (house and stables); Dr. Carfrae, 
* Hertford Street ; Col. Holled Smith, Victoria Street, S.W. ; 
Col. Webber Smith, Lyric Chambers, Shaftesbury Avenue ; 
The Bank of India, Threadneedle Street; The Bank of 
Tarajaca and London, Threadneedle Street; Lord Aber- 


bercrombie, Mount Street, W.; Sir William Holloway, © 


Brighton ; E. C. Browning, Esq., First Avenue, Brighton ; 
E. C. Browning, Esq., Onslow Gardéns, W.; Mr. Cornock, 
Western Road, Brighton. | 


LAURENCE, Scott & Co., LIMITED. 


* We hear that during the past year the business of this 
company has made considerable strides, and for some months 
past all the different departments have been overfull of work, 
necessitating a great deal of overtime to complete the nu- 
merous orders in the factory without disappointment to the 
various customers. 

+ It is well supplied with orders for dynamos and motors, 


&c., from different parts of the United Kingdom, and . 


abroad, among others nearing completion is a large dynamo 
to generate 2,500 ampéres, to be used in the reduction of 
aluminium, also a 40 unit continuous current transformer 
just completed for the Chelsea Electricity Supply Co. ; and a 
large 600. lighter dynamo for Messrs. J. & 

Norwich. 


Within the last few months there has been introduced: 


a.specially wound accumulator dynamo, that will charge cells 
and supply constant E.M.F: to lamp mains, independently 
and at the same time. The Company has already manu- 


factured and supplied two or three of these machines, and: 


they are working with complete satisfaction. A great demand 
is anticipated for these. ig 


* Messrs. Scott own a patent for a system of underground 


mains, but as yet have not had an opportunity of laying any 


length ; it is hoped, however, that during the coming year to 
put them in use in both Norwich and Ipswich, when 
provisional orders are granted. — | 


- During the year lengthy and exhaustive experiments have 
been made with the Company’s patent electricity meter, and 


it is now brought to such a point that very shortly it will 
be ready for the market. ee 


The installation department has also been a fully em- 


ployed, several installations having been completed in all 
parts of the country, including business premises, mills, flour 
mills, breweries, country houses, and private residences and 
hotels, as well as work emanating from the development of 
the Central Supply Stations at Norwich and Ipswich, where 
an increased use of electric motors shows a growing appre- 
ciation of their usefulness. SR 

Scott’s patent instantaneous fuses have been intreduced to 
no small extent in installation work, and give great’ satis- 
faction both to customers and fire insurance companies. *' 

On the whole it is considered the past year has been a 
favourable one, and as the electrical industry is a fast 


_ Holmes ; this instrument is in use in the Live 


‘prospects are bright, and it.is pro | 
_ sent policy of confining business to wholesale supply, apd 


Colman of . 


growing one, the Company hopes iti the future to participate 
still more in the increasing demand for apparatus and work, ' 1 
? Messrs. NALDER Bros. & Co. 3 

Inthe year 1890 this firm has experienced a large and. 
increasing volume of business, so much so that it became 


necessary to remove the busiiess to the central position b 

now occupied at 16, Red Lion Street, Clerkenwell. a P 
In every branch of business they have experienced a sage 

of the prosperity of the times, and t@ keep pace with thy 8 

demaait have had to carry a much latger stock of both the 7 


scientific and the commercial descriptions of instruments, 
Some very large switchboards have been made and apparatiy h 
for central stations. The increased quantity of work an? , 
larger premises have necessitated a like increase in the working x 
plant. They have added to their manufactures, Profs. Ans 
and Perry’s variable standards of self-induction, and the 
leakage testing apparatus devised and _— by Mr. 

central: 
stations, and will be used also at Birmingham. Here is made 
Mr. Holmes’s battery charging atitomatic switch. These 
added to the regular output of work will make this years 
work even greater than the preceeding one. 


PooLe & WHITE, LIMITED. 


The business of this concern has grown rapidly during the 
past 12 months ; it was found necessary shortly-after com- 
mencing work, to open a manufacturing department, and ‘it 
is expected larger premises will soon be opened. ~ Attention 
has been devoted to the designing of special pertes such 
as switches, cut-outs, holders, ceiling roses, &c, and it is 
gratifying to find that the designs and specialities have best 
most favourably received by the trade. A large number o@ 
specially constructed switchboards have been made, some. of 
them of considerable size. The Company thinks that the 
to adhere to the pre- 


tant 


ta ££ ttn Ch Ch» the 


has no intention of attempting contract or installation work 
of any sort. In this manner it hopes to keep up the pre” 
sent friendly relations with those who have so largely con- 
tributed to its success. | 


Ransomes, SIMS, & JEFFERIES, LIMITED. 


During the year 1890 Messrs. Ransomes, Sims, & Jefferies, 
Limited, of Ipswich, who have always been well to the fore 
in the adaptation of their engines for electric = 5 re 
have, we are glad to find, considerably extended their con 
nections in this department. i 

They have supplied and erected a very fine 30 H.P. com~ 
pound stationary engine at Fareham, in Hampshire, one of 
the small towns in which the electric light has been ad 

. At the recent Edinburgh Exhibition one of Messrs, Ra 
somes’ 10 H.P. long-stroke engines was employed for driving: 
the exhibits of Messrs. Norman and Son, Limited, giving, we 
understand, the most unqualified satisfaction. 

In addition to these and other engines for England, 
Messrs. Ransomes have sent some of their engines this yest 
for electric light installations in India, so that there is hardly 
any part of the world in which Messrs. Ransomes’ engines 
are not found driving electric light machinery of various 
systems. | 


. Messrs. SHARP & KENT. 


The following work has been carried out by this firm :— 
Houses of Parliament—160 H.P. boilers, engines, d 
pumps, and feed water heaters, and 8 underground mains 
of 61/10, each containing a ton of copper. Having received 
the order three weeks before the meeting of Parliament lad 
February, the whole was supplied, put down, erected and! 
started, and ran through the entire session. a 

They have supplied and erected for the Westminstet 
Electric Supply Corporation at their St. John’s Wharf : 
Station, Westminster, boilers of 600 H.P., and engines and 
dynamos of 640 H.P. ; for the Windsor Hotel, Westminster 
160 H.P. engines and dynamos ; at Mr. Beale’s, Holloway, 
80 H.P. to increase his plant put down last year. a 

Also they have in hand engines and dynamos of 600 HR 
for the Corporation of Brighton, pumps, tanks, and all sted 
exhaust and water piping, &c.; also all the electrical 
in connection with measuring and testing inst 
switch boards, resistances, &c. 
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In addition this firm has wired for upwards ‘of 15,000 
TELEGRAPH MANUFACTURING COMPANY, LIMITED. 


‘The works have been extremely busy during the past 
twelve months, and all departments have been fully em- 


loyed. 

: The gutta-percha wire made by this company has been in 
such demand, that although the plant has doubled, the 
supply has scarcely been able to keep pace with orders. 

| tt fed been found necessary to erect new buildings for the 
battery and insulator departments in order to cope with the 
work, and also to take large premises in Liverpool for the 
instrument department. , 

All these will be in working order in a few weeks, and 
then the whole extensive Helsby Works will be solely devoted 
to the manufacture of electric light, telephone and telegraph, 
wires and cables, and very shortly the company will be in a 
position to more than double their already large output. 


WoopHouse AND Rawson Unrrep, Lourrep. 


The year ending 31st December, 1890, shows very rapid 
strides and developments in the well-known tr Pac Lu. of 
Messrs. Woodhouse and Rawson United, Limited, one of the 
most enterprising and progressive of the electrical firms. 

The company in the beginning of the year removed their 
head offices from 11, Queen Victoria Street, to very extensive 


Den Vi having frontages, to 30, Cannon Street and 88, 
ueen Victoria Street respectively, but notwithstanding the 
sive of the new premises, to meet the requirements of their 
increasing business, the eg om d have been obliged to take 
the whole of an adjoining block of buildings forming the 
apex of a triangle facing the Mansion House Station, leading 
to Cannon Street on the right hand and Queen Victoria 
Street on the left. The new show rooms will be at 34, 
Cannon Street, and the secretary’s office at 88, Queen Vic- 
toria Street. 

Among the leading developments of the business may be 
mentioned the purchase and working of the large engineering 
works at Kidsgrove, near Stoke-on-Trent, lately carried on 
by Messrs. Renshaw, King & Co., at which place the com- 

y are able to cope with any demands which may be made 
or heavy mechanical engineering work, such as boilers, 
engines, central station dynamos, cranes, tanks, gi 
hydraulic presses, &c. | | 

Then, again, the important and growing business of elec- 
nn and — launc — has been added to the other 

urces of the compan the hase of the business of 
Mr. W. 8S. Ghiswick. 7 

Important branch Offices have been opened in distant 
= of Melbourne and Johannes- 

» While other depôts such as Alexandria, Amste 
Barcelona, Bath, Bombay, Buenos Le Cadiz, Cork’ 
Dunedin, Hamburg, and Yokohama have been opened. 

At their Cadby Hall Works the company have erected a 
huge new building to accommodate their largely increasing 
business in the manufacture of lamps, switches, fuses, 
switchboards, instruments of all kinds, &c. To provide 
the necessary power they are adding a large pair of com- 
pan engines, and the necessary boilers, and the whole of 
the shafting and tools will be run by electric motors. 

We hear they have also added a new department for 

8 an accumulator, of which great expectations have 


been formed ; in addition they have largely increased their 


clectzo-plating facilities, so as to extend their out-door work 
— trade, under the direction of Mr. William Elmore. 
pa. oe Company has also during the past year introduced 
Ok ouewing important enterprises, the International 
* yn Co., whose business has very largely increased since 
1s Tormation, more than bearing out the statements in the 
a ses and whose specialities have been of very great 
Fr = rs to those engaged in furthering the interests of 
sou | work, more especally in America, where the new 
as 0 Bg Company have more orders than they can 
2 ol Po Company has also aided in the successful sale 
a e French, German, and Austrian Elmore patents, and 
ey gsc of working under the same. 
Le the important branch of the Company’s business, 
hocetge as the contract department, in which installation 
IS carried out, very marked and satisfactory progress 


the 


has been made, and it is doubtless due to the fact.ithat 
the principle has been most rigidly adhered to of; {not 
accepting or carrying out any cheap or inferior work. 
The very best materials that can possibly be bought, together 
with highly paid skilled labour, are only. used, and 
the Company has the satisfaction of finding that a 
large proportion of the work secured by them comes through 
the recommendation of clients for whom they have already 
worked. Inthe Yorkshire districts alone 42 installations 
have been carried out by the Bradford branch, Among the 
more important may be mentioned, London and Yorkshire 
Bank, York Municipal Buildings, the Bradford Club, the 
Bradford Banking mar. the Borough Buildings, Brad- 
ford, Borough Court, Public Art Gallery and Free Library. 
In the Lancaster district, among the larger installations 
carried out by the Manchester branch may be mentioned a 
700 light plant for Messrs. Dobson & Barlow, engineers of 
Bolton, a second order having been received recently. ‘The 
central station lighting work at Barcelona has been planned 
out by the on vd engineers, and in a short time the new 
system of incandescent lighting plant with underground mains 
“es by the company, will be in operation, 
a orders for installation work have been received from 
uis of Ripon, Proprietors of Savoy Mansions, Crosse & 
Blackwell, Clowes & Sons, W. H. Smith & Sons, Strand, the 
Salisbury Club, J. W. Benson & Co., and other well-known 
firms, while Fe | the more important maintenance contracts 
may be mentioned those of Drapers Hall, Exeter Asylum and 
Lord a ons a part of the lighting work at the 
Edinburgh ibition has been carried out, and there is a 
by large quantity of work now in hand. | 
ly Department.—Various articles of importance have 
been introduced to further electrical engineering, and the 
turnover has increased 100 per cent. in the last 12 months, 
whilst the new show rooms at 84, Queen Victoria Street, 
enables a still larger stock to be kept in the warehouse. . 
In the business of company holds the 
contracts for the London and North-Western Railway, 
Midland ps Great Eastern Railway Company, and the 
Caledonian Railway, and have executed contracts for the 
Admiralty, the General Post-Office, whilst many articles have 
been manufactured, such as galvanometers, signal nepeaters, 
contact boxes, signal expansion tubes, firing keys, numerous 
electric bells of all sizes, relays, telephones, electric lighting 
switchboards, train starting and saloon indicators, single 
needle block instruments, lighting protectors, fusible and 
automatic cut-outs, lamps and automatic tachometers, man 
thousands of switches of all sizes, from 5 amperes upw 
oil filters, large contracts for brass castings, autematic 
boxes, automatic advertising, coin checking and other auto- 
matic machinery, lathes, drills, screwmaking machinery, and 
other tools specially adapted for electrical work. 
Amongst other heavy electrical engineering work carried 
out at Kidsgrove may be mentioned complete electrical and 
mechanical plant for a small central station at Palace 
Chambers, Westminster, complete mechanical and electrical 


lant for Woking central station, contract for supplying and 
ara 15 miles of mains for the "Audley Local Board W. ter- 


works, together with compound engines, boilers, 100 feet 
deep well and pumps, gaswork plant for Birkenhead Gas 
Committee, petroleum sto tanks, about 70 feet in dia- 
meter, capable of holding 2,000 to 2,500 tons of oil, for the 
Mersey Dock and Harbour Board of Liverpool ; seven loco- 
motive steam cranes of from 5 to 25 tons capacity, together 
with many high clags engines and boilers, including steel 
boilers, 32 feet in length, water softeners, &c. 3 

A considerable number of electrical launches have been 
built at the company’s yards at Chiswick, amongst them 
being the Volt, the fastest ever built of her size, and various 
launches from 28 to 31 feet long, having an average of about 
84 miles per hour. For the lish Government a very 
important departure has been e- in building an electric 
pinnance capable of carrying 40 soldiers, another pinnance 
of this class having been already built for a steam yacht, four 
steam launches from 30 to 52 feet in length have been also 
built, the largest one for the Mexican Government. As steel 
launch building requires special appliances, a special yard 
has been recently laid out for building steel launches of every 
description. The company, after writing £7,000 off patents 
account, paid.a dividend for-the year of 15 per cent, put 
£25,000 to reserve fund, and carried forward over £16,000 
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REVIEWS. 


The Romance of Science Series. Spinning Tops. The Opera- 
tives’ Lecture of the ‘British Association Meeting, Leeds, 
September 6th, 1890. By Prof. Joux Perry, FRS. 
London : Society for Promoting Christian Knowledge ; 
Northumberland Avenue. 


Perhaps but few could have any notion of how much in- 
teresting matter is to be obtained from the simple subject of 
“Spinning Tops.” Prof. Perry has certainly produced a 
most entertaining and instructive volume which will be 
acceptable to all classes of readers, both youngandold. The 
S.P.C.K. is doing excellent work in bringing out such works, 
which show that science has for the masses as great interest 
and more edification than the popular romances of the 


day. 


The Romance of Science Series. Soap Bubbles and the 
Forces which Mould Them. A Course of Three Lectures 
delivered at the London Institution in 1889-90, before « 
Juvenile Audience. By Prof.C. V. Boys, F.R.S. London : 


Society for Promoting Christian Knowledge ; Northumber- . 


land Avenue. 


__ In this volume, also, we have most interesting matter, a 
subject about which but comparatively little could apparently 
be said, developed in a very pe bare manner. The 
statements of pure unmixed truth, which science asserts, and 
which are contained in these and other volumes of a like 
nature published by the S.P.C.K., must naturally help towards 
stemming the waves of religious scepticism which occasion- 
ally break stormily, and threaten to engulf the ignorant. 


Handbook for Mechanical Engineers. By HENRY ApAMs, 
Professor of Engineering at the City of London College. 
2nd edition. Revised and enlarged. London: E. & F. N. 
Spon, 125, Strand. 


This volume originally appeared under the title of “ Notes 
on Mechanical Engineering.” The author has now recast 
these under the new title, and has included additional matter, 
‘so as to make the book more comprehensive. The whole 
-work is written in a series of sections, divided into para- 
graphe, each with a heading of the subject it deals with. 

ically, the information is such as is found in engineering 

ket-books, with the addition of letterpress matter. A 

ew brief notes on electrical subjects are included, and are 
-of value. Altogether, the book is calculated to give con- 
siderable satisfaction, and is a decidedly useful addition to 
- i series of engineering works which have been pub- 
lished. | 


THE ELECTRIC LIGHT AT DOVER. 


The following is a copy, courteously sent to us by the 
Dover Standard, of an article which is to appear this week 
in its columns :— | 

“The question of the introduction of the electric light at 
Dover came on for di ion again at the Dover Co 
ration on Tuesday, when the Mayor moved a resolution 
that the Town Clerk should apply for further information 
from corporations which have obtained provisional orders. 
The Town Clerk is to obtain information as to where corpora- 
tions have undertaken the lighting themselves, and what systems 
they have adopted ; and, in the second place, dre rs as 
to any leases of concessions to companies, and what terms 

‘bave been made. An allusion was made by councillor Peake to 
the severe criticism passed in the ELECTRICAL REVIEW upon 
Mr. Timmis, who had advised the corporation ; and other 
members were of opinion that it was highly n 
before proceeding further with the matter that addi- 
tional iculars should be obtained. Councillor Brown 
pointed out that if they leased their rights to a private 
company they would be at their mercy in having their 
streets pulled to pieces in the same way as they were now 
with regard to the gas lighting company, but it must be 
borne in mind that whether the Corporation undertake the 
work or not, the streets must be interfered with occasionally, 
and we should say that if a contract were made it could, 


— 


with the aid of the Town Clerk, be so drafted so as to obtain 
a minimum of inconvenience. At any rate, if a great risk iy 

ublic expenditure is to be incurred by the adoption of the 
light, by far the least of the two evils would be the granting 
of the concession to a company rather than the Corporation 
doing it themselves. Councillor Pepper pointed out that if 
the Council abandoned their rights they would open the 
for a cy 4 to come in; but it is very clear that it is 
necessary for the Council to be in possession of further details 
in regard to the matter, which can without very much trouble 
be obtained, and which would be of the greatest value in 
guiding them to a decision. 


NOTES. 


The Electric Light at Portsmouth.—Surprise ha 
been expressed that a committee appointed by the Town 
Council to take action for the purpose of introducing the eleo- 
tric light into Portsmouth has not yet made a report. It is 
understood, however, that considerable progress has been 
made with the preliminaries and that before long a co 
hensive report will be submitted to the municipal body. 


by the inferior quality of the gas supplied of late, the Corpo 
ration inspector having on several occasions reported it a 
below the standard. On a committee visiting the gas works, 
a quantity of coal in a state of combustion was brought 
under their notice, and the manager stated that this hal 
been the case with many thousands of tons already used, and 
that in consequence of the combustion a large portion of the 
gas-making properties was lost. The committee have ex: 
pressed the opinion that this partly-consumed coal ought not 
to have been used to produce the supply ‘of gas for the 
borough, especially as the company appeared to have a sufi 
cient supply of suitable coal available on the premises. - A 
strong opinion exists among the shareholders of the Southse 
Clarence Esplanade Pier that the large pavilion should kk 


illuminated by the electric light and that this change would 


enhance the attractiveness of this favourite marine resort, 
The Esplanade Hotel and Assembly Rooms, in the imme 
diate vicinity, already possess an installation. ; 


Electric Lighting of Derby.—At the next meeting d 
the Derby Town Council the Electric Lighting Committe 
will propose that Sir Frederick Bramwell be instructed to 
report upon the best plan of Lighting by electricity the com- 
pulsory area under the Electric Lighting order. 


Lighting Railway Lines.—An important step, whic 
is worth emulating in this country, has À been taken by 
the Pennsylvania Railroad Company. The Company ba 
entered into a contract with an electric light company, who 
station is on the banks of the Delaware River, near en 
to light up a portion of its track, seven miles in le 
through Frankford and neighbouring towns. This is on the 
main line to New York, and accidents are at present 
numerous owing to grade crossings and the large number d 
passing trains. It is hoped to minimise the numero 
accidents by lighting the seven miles of track with a ls 
numbor of arc lamps, which will render the track at mgl 
time as light as day, and over fifty miles of conductors wil 
be used. If this experiment lessens the danger of accident 
the company will similarly equip other dangerous portions # 
the line. There is no doubt that this Yoon would be found 
of great advantage in this country. Even if only one mik 
of track were lighted outside of some of the London termi, 
it would greatly facilitate the bringing in of trains 
avoid the present loss of time and money on the part of both 
the railway companies and passengers. | 


Electric Light and the Fogs.—We learn that both t 
St. James’ and Pall Mall Electric Light Company and i 
Kensington and Knightsbridge Company, found no difficall] 
in contending with the foggy weather to which we have be 
recently subjected. | 
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ectric hting of Cambridge, — Cambridge will 
wigs to Feng vo Government Board for permission to 
borrow £35,000 for the purposes of the Cambridge Electric 
Lighting Order, 1890. | 


The Electric Light at Durham Cathedral.—A pro- 

has been made to light Durham Cathedral with elec- 

tricity in future, instead of with gas, the power to be derived 
from the river Wear. 


 Blectric Lighting of Hove.—The Electric Lighting 
Committee after considering the best means of carrying out 
the Order for supplying the electric light has recommended 
that the Commissioners should negotiate with a responsible 
company for the transfer to them of the undertaking, the 
chief reason for their decision being that in their strong 
opinion the initiation of the works would be most economi- 
cally accomplished by a private ey om interested 
in the financial success of the undertaking. They recom- 
mend that Mr. R. E. Crompton, C.E., be appointed electrical 


engineer. 


_ The City and South London Railway.—In com- 
menting upon this railway, to which we also refer in another 
place, the Daily Chronicle says :—A difficulty has arisen in 
connection with the City and South London Electric Railway 
which, however temporarily gratifying to the company, was 
not contemplated when the Act of Parliament was 

and may lead to serious action on the part of the local autho- 
rities. So many people desire to be passengers, that for 
hours every day there is a crowd waiting outside the station 
at Arthur Street. Small batches are taken in from time to 
time, but the accommodation is so utterly inadequate that 
one of the busiest roadways in the City is seriously impeded, 
and legitimate pedestrians are able to get by only with great 
difficulty. It is evident that the trains must be lengthened— 
which will involve a vast increase in electrical power—or 
the company must be compelled to acquire property adjoining 
their stations where intending passengers may wait. This 
is a provision which it will be necessary to have inserted in 
the Bill of the City and West End Railway, which is about 
to be brought before Parliament. 


A Good Output.—Next week we hope to give some very. 


interesting particulars of the daily work of one of our largest 
central stations. A number of curves are now before us, 
giving the output during each day of 24 hours, and the 
effect of fogs upon the formation of the curves is very clearly 
shown. The amount of electrical ene supplied on 
January 2nd was over 6,000 units, and on December 22nd 
it came to nearly the same figure, which, at 7d. per unit, 
makes a very respectable total. The company has nearly 
14,000 lamps on its circuits. 


Atlantic Cable Rumours.—We wonder whether there is 
even a modicum of truth in the published statements that a 
meeting has been held in London to arrange for the construc- 
tion and laying of a new Atlantic cable, and that the neces- 
sary capital, £800,000, has been subscribed by 8 persons ? 

he proposition, said to be made, for a reduction of the tariff 
from one shilling to threepence per word may be dismissed 
as being too absurd, the proposer being probably unacquainted 


With either the limit of speaking through cables, or the 


financial part of the business. 


The Okonite Business.—The notice issued by the 
ectors of the International Okonite Company will be 
hajled with satisfaction by the shareholders. A dividend of 
10 per cent. on ordinary and 8 per cent. per annum on pre- 
ference shares, declared out of profits made since last summer 


18 à matter for congratulati 
Genii aaa gratulation, and we wish the company con 


Official Returns.—The official returns of the Vaughan-. 


Sherrin Electrical Engineering Company, which we publish 


. 00 another page, will be found to contain some curious in- 


formation. t the agreement of the 24th of October was 


not filed till after the 23rd vf October, seems obvious on the 
face of it. | 


“ Discovery." —A ournal “devoted to inven- 
tion, scientific discovery, the application of science to 
industrial purposes,” has been brought out’ under this name. 
It is printed on good paper, and has a substantial appear- 
ance. We wish it every success. | 


Standard Electric Light and Power ny.—A 
general meeting of the contributories of 
company will be held on the 12th of February at 13, Vio- 
toria Street, to receive the liquidators final account and close 


The French West-Indian Cables.—The Bureau Inter- 
national of Berne announces that the new cable between 
Mole St. Nicolas and Port au Prince (Hayti), belonging to 
the Société Française des Télégraphes Songmarins, will be — 
shortly opened to International service. The tariff will be an 
addition of 1°25 francs per word to the existing rates to 
Mole St. Nicolas. To other places in the Haytian Republic 
there will be an extra charge of 1-25 francs per telegram for 
postage. | ii 


Telegraph Rates to the River Plate.—It is announced 
that the tariff per word to the Republic of Uruquay vid the 
Atlantic cables, Galveston, and the Central and South 
American Company’s cables, has been fixed, com- 
mencing on Januaay Ist, 1891, at 7s. 34d. : This route 
embraces about 8,800 knots of submarine cable, and about 
2,300 miles of land line. | 


Preparing Arms for Telegraph Posts,—-A machine has 
been lately devised by Messrs. Pickles and Son, of Hebden 
Bridge, near Manchester, for the simultaneous shaping and 


- boring of arms for telegraph posts. These arms, usuall 


army y 
selected from the best English oak, vary from 2 feet to 4 feet 
in length. They are first planed on the four sides, and cut . 
to the À ines biting 

and are then ong to the ing an | 
ie. At the official test of the den à the wooden 
arms were finished at the rate of three a minute. : 


A Chance for Elmores.—The Shipping World says that 
the main steam pipes of ships’ boilers are a frequent cause of 
disaster. It has long been known that in s boilers lap 
joints develop grooving along the line of the inner landing, 
and this, if undetected, leads sooner or later to an explosion. 
The same influence is at work in a lapped copper pipe. The 
Shipping World suggests, as a remedy, occasional annealing, 
and frequent tests by hydraulic pressure. Might we not 
suggest, in addition to these, that a more durable copper or 
copper alloy should be used. | 


The Telephone in Western England and South 
Wales.—A circular issued by the Western Counties and 
South Wales Telephone Company shows, in a striking man- 
ner, the rapid growth during the past few years of telephonic 
intercommunication between the towns of Western England 
and South Wales. ing the last four months of 1887 
there were 27,000 calls, and the receipts were £262 ; during 
1888 there were 142,000 calls, and the receipts were £1,349 ; 
during 1889 there were 184,000 calls, and the receipts were 
£1,853, and during 1890 there were 248,000 calls, and the 
receipts were £2,774. Up to date every call has received a 
reply. Since December, 1887, the wire mileage has increased 
from 922 to 2,215. | 


New Electrical Companies in Vienna.—Thre new 
electrical companies, with their headquarters in Vienna, have 
been mens floated by the lo-Austrian Bank of that 
city, and Messrs. Siemens and Halske, of Berlin. The first 
is the Austrian General formed for the 

of constructing and working central electric light 
stations. The second is the Electric Tramway Company, 
formed to construct and work electric tramways. This com- 
ny has already acquired the Budapest Electric Tramway. 
he third is called the International Compressed Air and 
Electricity Company, and is formed to work a concession 
obtained from the Vienna arian eid for lighting that city 
by electricity. The capital in each case is £312,000 
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Bath Electric Light Works.—Mr. M. C. Olsson, who 
was associated with Mr. Massingham for three years in his 

electrical engineering works at Taunton, and for the past two 
years has been chief electrical engineer at some large works 
on the Continent, has been appointed electrician in charge at 
the Bath Electric Lighting Works from the 1st. inst. 


The Royal the papers down for read- 
ing-last night was one by A. B. Basset, F.R.S., “On the 
Reflection and Refraction of Light at the Surface of a Mag- 
netised Medium.” | 


Electrically-Welded Coins.—A novel idea comes from 
America. The silver dollar there is found too large and the 
gold one too small to be convenient, and it is proposed that 
a silver coin worth 25 cents should be made with a hole in 
the middle, into which hole a golden plug worth 75 cents 
should be pressed. The New York Zectrical Review, com- 
menting on the proposal, suggests that the two metals should 
be electrically welded, and that the obverse of the new coin 
should be adorned with an ideal representation of the 
Goddess of Electricity in place of Columbia, who figures on 
the dollars of to-day. . ) 


The Popp System Again,—The Po system in Paris 
does not appear to have a happy time. The Popp Compan 
has now started accumulator stations in Paris, from which 
current is distributed. There has already been a fire in a 
distributing station under a café, necessitating the services of 
the fire brigade ; and now an explosion has taken place in 
the: accumulator station in la Rue de la Verrerie, four 
employés being injured. No details are at present forth- 
coming as to the real cause of the explosion. 


L’Elettricita.—With the commencement of this year, our 


contemporary ZL’Elettricità has become the official 
- organ for the publications of the proceedings of the Italian 
Electrical Society, in the same way as the Hlektrotechnische 
Zeitschrift is the official journal of the Electrotechnical 
Society in Berlin. In addition to this, it is proposed to im- 
_ prove the literary contents of the Italian journal. | 


Telephony in Spain.—A committee composed of French 
capitalists has laid before the Minister for Home Affairs 
in Madrid a scheme for the construction of telephone lines, 
to put into communication with each other all the chief pro- 
vincial towns in Spain. According to the project, the work 
of putting up the lines and establishing communication 
ke 4 completed 20 months from the commencement of 
* the work. | 


Opinions Differ,—Sir Robert Rawlinson has written a 
letter to the Contract Journal on “The Snow Question and 
Utilising Water Power.” To the first we need not refer, but 
our readers will be interested in seeing how the chief engi- 
neering inspector of the Local Government Board delivers 
himself on the subject of electric lighting. “There are very 
few places in Great Britain where water power can be made 
available for any of the purposes you name with true economy. 
Public lighting by electricity is a fad of the present day. 
‘When the money laid out upon it has been lost it will take 
its Le with patent manure making out of road sewerage. 
So long as Great Britain produces coal, steam and gas will 
not be superseded. P.S.—We are going through various 
trials with electricity. For domestic lighting it will be con- 
fined to the rich. The proportion of its chances against gas 
will be as the rich are in numbers and wealth, to tradesmen 
and the poor, so will electric lighting be to gas. For some 
workshops, as, for instance, newspaper printing, electricity 
may be À nee. to gas, but for out-of-door work, such as 
rage hops, streets, and even railway stations, gas will hold 
its OWn. 


Messrs. Rashleigh, Phipps and Dawson.—The first 
annual dinner and concert of the employes of the above firm 
took place at the “City Arms Tavern,” in Blomfield Street, 
London Wall. The firm notify us that besides smaller esta- 
blishments, they have recently accepted orders for the lighting 
of the Manchester Palace of Varieties, the St. James’s 
Theatre, and Messrs. Lewis & Co., in Oxford Street. 


[January 9, 1891, 


Pacitie Cable.—The Canadian (Gazette of the 2nd ingt, 
referring to the Pacific cable, says :—It is evident that; the 
Australasian colonies are being brought one by one to realige 
the folly of complying with Sir John Pender’s scheme fog 
the continuance of the present Anglo-Australian cable 
monopoly. New Zealand and Queensland have declare 
themselves adverse to the proposed joint guarantee to the 
Eastern Telegraph Company to secure a reduction of rate 
and we now learn from Victoria that the Postmaster-Genergl 
of that colony has requested the Melbourne Chamber tf 
Commerce to inform him whether, in its opinion the pro 
method of cheapening cable rates over the existing 
system would militate against the construction of the 
posed -new cable by way of Canada and the Pacific. ft i 
would, it might, he added, be a question whether it would 
not be better to abandon any reduction now, in preference t 


losing the chance of constructing the Pacific cable. This is & 


exactly the view that must, the Canadian Gazette believes 
revail upon a full consideration of the facts. By subki- 
ising the present cable system the Australasian Governments 
would be simply strengthening a monopoly against which 
they have struggled in vain for several years. If, on the 
other hand, they co-operate with Canada in the establishment 
of a new cable route, they not only destroy the monopoly, 
and free themselves from all the dangers of isolation whichs 
single sue involves in time of war, but they effect, by 
means of legitimate oe a ent reduction of 
rates, probably greater that which Sir John Pender’s ; 
posal would secure. In face of such facts as 
can surely be no further hesitation in Australasia. | 


The Telephone in Berlin.—The Berlin telephone service 
has taken an almost incredible extension. The fifteen thom 
sandth private apparatus has just been installed, and the 
establishment of an underground network is about to be 
proceeded with. The expenses of this important work ar 
estimated at 2,000,000 marks, and 42,000 metres of piping 
will be laid to contain the conducting wires. 


The Anglo-French Postal Convention.—This conver 
tion, which came to an end on January 1st, has been pro 
longed till March 31st next. | 


Gazette Notice, — The Portsmouth and South Hans 


Electricity Supply Company has resolved to voluntarily wind 
up. 


Institution of Civil Engineers.—We hear that the 
numbers of the various classes now on the books of the Inst 


tution comprise 1,700 members, 2,880 associate members 


427 associates, 19 honorary members, and 927 students—tt 
vether, 5,953. 


New Year's Gifts.—The New Year has brought the usual 
list of diaries, almanacs, &c., whereby enterprising firms keep 
themselves before the public eye. Among others, we have 
received from Messrs. W. H. Willcock & Co. a handsomeand 
useful date remembrancer , from Messrs. Shand, Mason & Co, 
the well-known makers of steam and manual fire engine 
another, ornamented with a realistic picture of a fire engine 
hurrying to extinguish a fire ; from Messrs. Crompton & Oo 
a useful combined blotting pad and diary ; Messrs. Appleton, 
Burbey & Williamson have sent us a neat porcelain meme 
randa tablet, for all of which we return a 


New Cables.—In view of the reduced cable rates 10 
Australia, the Eastern Telegraph Company has recently laid 
a new cable from Suez to Aden. py | new cable will be 
completed in afew weeks for the section between Aden 


Bombay. An additional cable, to be laid between Madras 


und Penang, is already completed. 


Not Caused by Crossing Wires.—A large portion of the 
extensive brewery of Messrs. Arnold Perrett & Co, # 
Wickwar, Gloucestershire, was destroyed by fire on Tuesds} 
morning. There were no fire appliances near, and it We 
two hours before the engines arrived from other village 
The main block, which is 64 feet square, was gutted, ex 
a small portion protected by a concrete partition. 4 
wings containing the offices and electric lighting plant wey 
saved, | 
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Davis ‘and Timmins, Limited.—In our notice of 
« Progress of the Electrical Industries,” on page 28 -of last 


week’s issue of this journal, through a misprint the address 


of Messrs. Davis and Timmins, Limited, new additional 
remises was given as 4A instead of 344, York Road, King’s 


Incandescent Lamp Renewals.—We cannot expect an 
incandescent lamp to last for more than 1,000 hours; indeed 
after that period of running they. are better thrown away, 
but the question of lamp renewal is really a very serious one. 


- Let us take a house, say, fitted with 50 lamps of 16 candle- 


wer, and supposing that on the average a lamp is in use 
for threejhours a-day, we must renew them at the year’s end 
at a cost of £15, that is, at the contractor's price of 6s. per 
lamp. The expenditure, indeed, for lamp renewals is, in some 
cases, said to be greater than that entailed for the supply of 
current, and it is.certain that a considerable sum must be 
yearly set aside for this purpose. | 


The Institution of Electrical Engineers.—The first 
meeting will take place on Thursday, the 15th inst., when the 
President, Mr. W. Crookes, F.R.S., will deliver his Inaugural 
Address. On and after the 25th inst., the address of the 
Institution will be as follows : Victoria Mansions, 28, Victoria 
Street, Westminster, London, S.W. 


Telegraph and Other Wires.—We have received a 
copy, under the Public Health Acts (Amendment) Act, 
1890, of “ Model Bye-laws with respect to Telegraph and 
other Wires.” They aïe framed under Section 13 of the 
above Act, and may be made by any urban sanitary authority 
which has adopted Part II. ( eee &c., Wires) of the 
Act. The pamphlet is published by | 


A Year's Fires in London.—Many disastrous and fatal 


conflagrations occurred in London during the 12 months just 

ended. No fewer than 2,378 outbreaks had the Metropolitan 

Fire Brigade, under the guidance of Captain Shaw, to cope 

with, to say nothing of innumerable false alarms. Alto- 

pers + + 1890 has been memorable in the annals of 
on fires. 


Fire at an Electrical Engineering Works.— On 
a last, at about 5 o’clock in the morning, a fire broke 
out at the West Drayton Works of the Electrical Engineering 


Corporation. It originated about the centre of the main 


fitting and machine shop. It was discovered immediatel 
after the outbreak, and efforts were made to hold it in chéc 
with water from two hydrants on the premises, which had 
been erected to provide against such accidents. Despite all 
efforts, however, the fire spread so rapidly, that the water 
supply had to be utilised to prevent its seizing on adjoining 
buildings. The pon burned down includes a good deal 
of the new works erected during the last year, and con- 
taining some of the largest machine tools in use in the trade, 
several of which had never been put to work. The damage 
done is estimated at about £15,000. | 


New Business House, — The well-known firm of 
Richard Fréres,of Paris, is about to open a branch office and 
showroom in London (at 48, London Wall, E.C.) for the 
extension of their business here in their specialities in self- 
recording scientific instruments. Mons. J. A. Berly, who is 


also well known to electrical engi 
ag rca rical engineers here, has undertaken 


Execution by Electricity.—The date fixed for the 
exodus of a Japanese murderer in New York is the 12th 


inst., but possibly an appeal may be made to the $ 
Court for stay of d 


Personal.—Mr. W. A. Perry, late manager of Messrs 
W. H. Vivian & Co., of ht F has been appointed 
mm of the Phosphor Bronze Compary’s rolling and 
mr mills at Aston Road and Bagot Street, Bir- 
LE William Mather, M.P., left Manchester on Saturday 


t for Russia, He is expected to return early i 
to resume his parliamentary duties. 


stated as being the heaviest storm ever. e 


night & Co., 90, Fleet 


£250,000 in £10 shares. 


Electrical Bleaching.—-The Mancliéster Chomital Trade 


Journal says :—“ It does not aügür well, however, for elec- 


trical processes to find that during the year one plant 


on the Hermite system, installed at a cost of many nd 


unds, has been stopped and dismantled, the dyndmos now 
being for sale, and the engines and building used for other 
Electrical methods have evidently received their 


P 
quietus at this mill.” 


The Snowstorm in Pittsburg.—We learn that during 
the heavy snowstorm which visited Pittsburg last month, no 
less than 26 inches of snow fell within 24 hours, It is 
xperienced in that 
city. The damage to the telegraph, telephone, and electric 
light wires was enormous. ‘The Western Union Telegraph 
and the District Telephone Companies estimate their dam 


at £10,000. The only serious actidents reported ns being 
caused by the breaking of wires carryi 


ng heavy currents Were 
+ killing of two horses and knocking a street car driver off 
his seat. 


NEW. COMPANIES REGISTERED. .. 

Ateliers Hoster de St. Nicolas, Limited, — Capital 
£2,000, in £20 shares. Objects: To take over the business 
of mechanical and electrical engineers carried on by Albert 
Hoster, of 51, Cannon Street, at St. Nicolas d’Aliermont, 
Department of Seine Inférieure, France; to man 
and deal in apparatus and materials required for the genera- 
tion, distribution, supply, accumulation, and ethployment of 
electricity. Signatories (with 1 share each): Albert Hoster 
and Mrs. Hoster, Grove House, Sydenham; F. Hoster, 38, 
Palatine Road, N.; R. Redie, St. Nicolas d’Aliermont, 
France; E. C. Wangutlin, 2, The Square, Hampstead ; 
G. S. Ridley, 6, Great Winchester Street. Registered 30th 
ult., without special articles, by A. Hoster. 


Albert Hoster, Limited.—Capital £2,000, in £20 shares. 
pr : To acquire and develop the business of mechanical 
electrical manufacturing engineer carried on. by Albert 


_ Hoster at 51, Cannon Street. To manufacture and sell 


electric, telegraphic, surgical, and scientific instruments, and 


‘to carry on the business of electrical, mechanical, metal- 


lurgical, and chemical engineers and manufacturers. The 
signatories are the same as in the preceding company. 
Registered 30th ult. by A: Hoster. es 


Birmingham Factory, Limited.—-Capital 
£50,000, in £10 shares. Objects : To carry on business as 
telegraph and telephone engineers and contractors, and to 
manufacture all appliances and api tus in connection with 
electric telegraph, telephone, cable, wire, or other similar 
work. Signatories (with 1 share each): *E. W. Lancaster 
(electrical engineer), Birmingham ; J. Slater Lewis (telegraph 
engineer), Yardley, near Birmingham ; *G. V. Fowler (elec- 
trical engineer), Longbridge, Warwick; Harold Mason, 
M.R.C.S., and Arthur Duo. Leamington ; P. C. Bytheway, 
Wednesbury ; Wm. Fowler, 69, Temple Row, ere. #0 
The first three signatories are appointed directors ; qualifiva- 
tion, 50 shares ; remuneration, £250 per annum, divisible. 
Registered 31st ult. by A. Mackenzie, Temple Chambers, 
Temple Avenue. à 


Hills Plymouth Company, Limited. — — 
bjects : To the Ply- 
mouth works and collieries at Merthyr Tydvil, county of 
Glamorgan. To generate, accumulate, distribute, and supply 
electricity for light, heat, motive power, or otherwise, and to 
manufacture and deal in apparatus and things required for 
the employment of electricity. Signatories.(with 1 share 
each) : N. F. Hankey, Chertsey ; B. F. Hawkesley, Minci 


Lane; J. Collins, 43, Bushey Hill Road, Camberwell ; F. 
MeNair, Tentern, Epsom ; 


H. Palmer, 87, Harcourt Terrace, 
S.W.; Hy. Muller, 20, Rye Hill ary Peckham Rye. Mr. 
F. A. Hankey, M.P., is appointed first di ; qualification, 
£500 in shares or stock ; the company in general meeting — 
will determine remuneration. Registered Ist inst. by 
Hollams, Sons, Coward, and Hawksley, Mincing Lane. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


- Barnet and District Electric Supply Company, 
Limited,—The annual return of this company, made up to 
the 1st inst., was filed 2nd inst. The nominal capital is 
£5,000, divided into 490 ordinary shares of £10 each, and 
100 founders’ shares of £1 each. . 80 of the former, and the 
whole number of the latter are taken up, the founders’ shares 
being credited as fully paid up. Upon 60 ordinary shares the 
_ full amotint has been called and paid, and upon 20 shares 
£5 has been called and paid, the actual paid up capital thus 
being £700. 


New Yealand Electrical Syndicate, Limited.—The 


registered office of this company is at the Battersea Foundry, 
Battersea. | | | 


Fowler-Waring Cables Company, Limited, — The 
annual teturn of this company, made up to the 19th ult., 
was filed 29th ult, The nominal capital is £200,000, divided 
into 39,700 ordinary and 300 founders’ shares of £5 each; 
20,000 of the former, and the whole of the latter (considered 
fully paid) are taken. Upon the-ordinary shares the full 
amount has been called and paid, the paid up capital thus 
being £80,000. | 


Vaughan-Sherrin Electrical Engineering Company 
Limited.—At a meeting of the board of this company, he d 
at -116, Queen Victoria Street, on the 15th ult., it was re- 
solved : “That the resolution of the board at a meet- 
ing held on the 28rd October, 1890, when the secretary was 
ordered to issue the following paid up shares to Mr. Thomas 
Richatdson, 368; Mr. John Sherrin, 246; Mr. John 
Väüghan-Sherrin, 246; Mr. H. F. Woodgate, 54, be, and 
the same is hereby cancelled.” That except as aforesaid all 
shares allotted, and all resolutions heretofore passed by the 
board or by persons purporting to act as directors, and all 
acts done under sueh resolutions be, and the same are hereby 
ratified and confirmed, and declared to be binding on the 
company. “That two directors shall form a quorum.” The 
resolutions were duly filed on the 31st ult. 

An extraordinary general meeting of the members of the 
company was held at 116, Queen Victoria Street, on the 16th 
ult., when it was resolved that : “ The terms made with the 
vendors for the purchase of the Vaughan-Sherrin patents 
and the interest of Mr. Herbert Woodgate” in the patents 
having been explained to the meeting by the chairman that 
the terms of purchase be confirmed, and that the draft agree- 
ment produced at the meeting be approved, and that the 
directors-be authorised to execute the same under the seal of 
the company, and to carry the same into offect. This reso- 
lution was filed on the 31st ult. 

An agreement of 29th ult., filed 31st ult., between John 
Sherrin and J. Vaughan-Sherrin, cites that by an agreement 
of 11th August it was stipulated that £3,000 cash should be 
paid to the said John Vaughan-Sherrin, and also that there 
should be allotted to him nine founders’ shares in the com- 
pany, and a number of ordinary shares equal to the number 
then allotted to any other persons, so that he or his 
nominees should hold one ‘half of the shares, such 
shares to be credited as fully paid up, in consideration 
of the purchase of patent rights. On the 23rd October 
the directors passed a resolution, in accordance with which 
the secretary was ordered to issue 914 fully paid shares, and 
the sum of £3,000 was paid by the company to the vendors. 
- By an agreement of 24th October, the company agreed to be 
bound by the said agreement of 11th August, and by an 
indenture of 30th October, it was witnessed that in considera- 
tion of the said cash shares, the vendors assigned to the com- 
pany the letters patent. Nothing has, in fact, been done 
under the resolutions of the 28rd October, and the agreement 
of 24th October was not filed until after the 23rd October, 
and doubts have accordingly been raised whether there has 
been an issue of the said 914 shares, and whether if there has 
been such issued, the same are fully-paid, having regard to 
section 25 of the Companies’ Act, 1867. In lieu of the reso- 
lution of 23rd October, the following will apply. The pur- 
chase consideration to be £15,480, of which £3,000 has 
already been paid in cash, and £12,435 shall be satisfied b 
the allotment to the vendors, or their nominees, of 2,487 
fully-paid up ordinary shares of £5 each, and £45 by the 
allotment of 9 fully-paid founders’ shares, 
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The statutory return of the company, made up the 80th 
ult., was filed on the 2nd inst. e nominal capital à 
4,975 ordinary and 25 founders’ shares, of £5 each. Typ 
founders’ shares and 1,524 ordinary are taken up, upon each 
of which £3 has been called. e calls paid amount to 
£4,578. 

Bernstein Electric Lamp Company, Limited,—The 
annual return of this company, made up to the 31st ult., wa 
filed on the 2nd inst. The nominal capital is £100,000, in 
£10 shares. 2,814 shares are taken up, and the full amount 


has been called and paid thereon, the calls paid amounting to 


£28,140. | 


General Electric Power and Traction Company, 
Limited.—The statutory return of this pr À made 
to the 7th October, was filed 15th October. e noté 
capital is £350,000 divided into 10,000 preference and 
25,000 ordinary shares of £10 each, the whole of the former 
and 15,918 of the latter being taken up; 14,067 ordinary 
shares are credited as coy . Upon the remaining share 
£4 per share has been called, the calls paid amounting to 
£16,339 10s. and unpaid to £31,064 10s. PR 


CITY NOTES. 


The International Okonite Company, Limited, 


Tue following notice has been issued :— 

“The directors have decided to declare, ee on and after 
Thursday, 15th January, an interim dividend on the capital of th 
company. This dividend will be declared out of the profits of the 
company earned since the date of its registration, viz., 24th June, 
1890. The profits, which were purchased by the company as from 
the 1st January until the date of registration (viz., £20,113), have 
been certified by Messrs. Price, Waterhouse & Co. to be in excess of 
the sum estimated in the prospectus as likely to accrue, but, di 
to the best advice which the directors could obtain, this sum is nd 
available for nd ome aa of the payment of dividend, which must be 
paid out of the earnings of a company. . . 

“ The profits which have accrued since June enable the directors to 
declare, after payment of interest upon debentures, an interim divi- 
dend for the six months ending 31st December instant, on the paid 
up capital of the wr at the rate of 8 per cent. per annum up 
the preference shares and 10 per cent. per annum upon the ordinary 
shares of the company. 

“ For the purpose of preparing dividend warrants, the transfer 
books will be closed from the 10th to 13th January inst. inclusive. 

“The new factory at Newton Heath, Manchester, is rapidly pro 
gressing, and the costly machinery is nearly all ready for delivery, 
When this addition to the existing works comes to be fully deve 
loped, the directors confidently anticipate a satisfactory increase in 


the English business. 
“ P, J. BorpEssa, Secretary.” 


The Direct United States Cable Company, Limited.— 
The Board has resolved upon the payment of an interim dividend d 
three shillings and sixpence per share free of income tax, being # 
the tate of 34 per cent. per annum, for the quarter ending 
December, 1890 ; such dividend to be payable on and after the 24% 
instant. The ordinary general meeting of the Company will be held 
at Winchester House on the 16th of January. 


Elmore’s French Patent Copper Depositing Company, 
Limited.—The share certificates are ready to be exchanged far 
allotment letters and all bankers’ receipts. The offices of the 
Company are at 64, Cannon Street, London, E.C. 


The Western Couuties & South Wales Telephone 


Company, Limited. — The interest warrants on this 
5 per cent. debentures, for the half year ending Decemcer 315t, 


were posted on Tuesday last. 


TRAFFIC RECEIPTS. 


The Cuba Submarine Telegraph Company, Limited. The estimated it 
receipts of the Cuba Submarine Telegraph Company, Limited, for 
month of December, were £3,000, as compared with £2,995 in the cor 
sponding month of last year. 


Direct Spanish Telegiaph Company, Limited. The estimated traffic receipts fe 
the month of December, 1890, are £2,130 as against £2,187 in the corm 
sponding period of last year. ‘ 


The Great Northern Telegraph 
[st January—81st mber, 1890, 
£274,800 ; corresponding months 1888, £272,200. 


The Western and Brazilian Telegraph Company, Limited. The receipts fort 
week ending senuaey 2nd, 1891, after deducting 17 per cent. of the 
receipts payable to the London Platino-Brazilian Company, were #3,7% 


The West Coast of America Telegraph Conte ponies. Traffic receipts 


the month ending 81st December, 1890, 


Receipts in December, 1890, 
£280,000; corresponding months 
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SHARE LIST OF ELECTRICAL COMPANIES. 

Name. otation otation. during week ending 

Dec. 81). January 8 January 8, 1891. 

| Highest. | Lowest. 
250,000/| African Direct Telegraph, Ltd., 4 Limited” C., and 100 98 —101 97 —100 xd) 99 
1,381,380/| Anglo-American Telegraph, Limi Stock | 484— 494 484— 494 os a 
2,809,310/ do. 6p.c. erred Stock 844— 854 85 — 86 86 . 85 
2 809,310/| Do. do. Deferred ...... Stock 13}— 133 133}— 132 13g | 13 

130,000 | Brazilian Submarine Telegraph, Limited 10 11 — 1lhxd, 11 —114xd) 11% 11 
84,500/ Do. do. 5 p.c. nds... 100 101 —103 102 —104 vs ER 
75,000/ Do. do. 5 p.c., 2nd Series, repayable i in J une, 1906 .. 100 102 —106 xd, 102 —106 es he 
63,416 | Brush Electric Engineering Ordinary, Nos. 1 to 63,416 …. 3 1j— 17 2— 24 if 1? 
63,416 Do. do. Non cum. Preference, ‘Nos. 1 to 63 416 2 14— 2 1 2 1 oes 

$7,216,000 | Commercial Cable, Capital Stock oss $100 102 —104 xd! 102 —104 xd) … ses 

24,850 | Consolidated Telephone Construction and Maintenance, Limited .. 14/- fe io i 4 
20,000 | Crompton & Co., Ltd, 7 p.c. Preference _— Nos. 1 to 20,000 | Stock — — vee 
16,000 | Cuba Telegraph, Limited 10 114— 12 114— 12 a 
Do. p. Pieference ‘3 17 — 18 . 164— ut 174 

Direct Spanis Limi one only pai A} 3i— oe 
6, 10 p. c. Preference 5 9 — 10 9 — 10 94 

60,710 | Direct United States Cable, Limited, 1877 20 1 1 104— 103% 10% 103, 

400,000 | Eastern Telegraph, Limited, Nos. 1 to 400,000 10 | 18g— 14} 14 — 14} 164 14 : 
70,000 Do. 6 p.c. Preference ... 10 143— 15} 1 1 14% ve 

200,000/ Do. : p. c. Debs. ag issue), repay. August, 1899 100 106 —109 107 —110 oe: ene 

1,200,000/ Do. p. c. Mortgage Debenture Stock … | Stock | 104 —107 104 —107 1064 | 105} 

250,000 | Eastern Extension, “Atlas and China ag — h, Limited … 10 14 — 1 144— 148 143 144 

320,000/! Do. 6p. c. Debentures, re ay February 100 101 —103 101 —103 
1984, dogs 43% |} 100 | 104-107 | 102 —105 xd| 

325,200/| Do. and 4, 4 100 104 —107 102 —105 xd} 1034 

Eastern and Sou can Telegra p. c. Mort pe aad | 

145,3007 { 40 } 100 | 103 —106 | 101 —104xd| 1028 | 1019 

198,200/ Do. do. do. to bearer, Nos. 2,344 to 5, 500 ses 103 —106 101 —104 xd|_... oes 

201,600/ Do. do. 4p.c. Mort. Debs. Nos. 1 to 2016, red. 1909 | 100 100 —102 100 —102 Là ds 
45,000 | Electric Construction, Limited, Nos. 101 to 45,100 . ‘s 10 7— 174 7— 7 7 74 
19,900 |eElectricity Supply Co. of Spain, Nos. 101 to 20,000 5 43— 5} 43— 5} ‘ia sof 
70,000 | Elmore’s Patent Copper Depositing, Limited., Nos. 1 to 70,000 .… 2 34— 4 4— 4} 43 4i 
67,385 | Elmore’s Wire Mfg., Ltd., 08. 1 to 67,385, issued at 1 p.m. all pd 2 1i— 2 1j— 2} mm wad 
20,000 | Fowler-Waring Cables, Nos. 301 to 20,300 … (£4 nd _ 5 x 34 ~ 34 see 

180,227 | Globe Telegraph -_ Trust, Limited ... 10 9 9 9 aH 

160,000 rth Tel. Au 10 16 — 164 — a 16% 16 

Great Northern ompany 16 — 1 x 
15,000/ Do. Po. Debs. 100 101 —104 
230,000/ Do. do. issue of 1883 100 104 —107 104 —107 105 . 
9,384/| Greenwood and Batley, Ltd., PE Nos. 4667 to 14,000  … 10 104— 11} 104— 114 ee das 
5,334/ Do. 7 p. c. Cumulative Preference, Nos. 2,667 to 8,000 10 11 — 12 11 — 19 ai nas 
41,800 | India-Rubber, Gutta Percha and Bat Wats, Limited 10 194 1 194 19 

200,000/ Do. do. ‘st 100 100 —102 100 —102 re 2s 
17,000 | Indo-European Telegra egraph, 25 35 — 37 35 — 37 es 
11,334 | International Okonite, Ltd. "Ordinary Noe. 22,667 to 34,000 .. 10 94— 10 94— 10 a ie 
11,334 Do. do. Preference Nos. 5,667 to 17,000 10 94— 10 94— 10 ea vi 

348 | London Platino-Brazilian Limited 10 6 — 6 — 
etropolitan Electric ply os. 6,101 to i 10 4-— 

438,984 National Telephone, Li Limited 84 5 44— 43 — 414 43 
15,000 Do. 6p.c. 10 12 — 124 12 — 124 
15,000 Do. 6. p. c. Cum. 2nd Preference “(£8 only paid) 10 93— 10} 10— 1 si 

220,000 | Oriental Telephone, Ltd., Nos. 80,001 to 300,000 (11s. only paid 1 i— à 4— ae 

u ng one, os. 1 to 2,000, 
, Cc. os. 1 to 20,000 0 5 2 see eee 
; wan United Electric Light, Limited .. £34 only paid 5 44— 5 
_ 87,350 tg Construction and Maintenance, Limited . ) 12 . 43 — 45 43 — 45 45 eve 

150,000/ do. do. 5 p. c. Bonds, red. 1894 100 100 —102 100 —102xd|_... dés 
58,000 United 1 River Plate Telephone, Limited J 5 3— 4 3— 4 vee oon 

146,128/ Do. do. 5 p. c. Debenture Stock — Stock 90 — 95 90 — 95xd) … vee 

3,200/ Do. do. LE c. Debs., Nos. 1 to 1,000 100 nn … XG) wee eee 
15,609 | West African Telegraph, os. 7,501 to 23,109 10 8 — 9 8— 9xd ... 

290,900/ Do. do. '5 p.c. Debentures 98 —101 98 —101 
130,000 | West Coast of America Telegraph, Limited ... om 10 2— 4 2— 4 ‘a an 

150,000/ Do. do. do. 8 p.c. Debs, repayable 1902... 100 97 —102 xd) 97 —102 
64,174 | Western and Brazilian Telegraph, Limited ve 15 103— 114 10ÿ— 11 107$ | … 
27,873 Do. 0. do. 6p.c. Cum. Preferred 74 6i— 63 6— 
27,873 Do. > do. 5p.c. Deferred ... nit 74 44— 5 44— 5 44 eee 

,000/ Do. do. do. 6 p. c. Debentures “ A,” 1910 tos 100 103 —106 103 —106 vee 

250,0007 Do. 6 p. c. Mort. Debs., series “B” of ’80, red. Feb., 1910 100 103 —106 103 —106 ane 
88,321 | West India and Panama Tele ph, — ee . 10 23— 3 23— 3 3 
34,563 Do. do. do, 6 p.c. 1st Preference 10 11}— 112 11}— 112 113 11 

4,669 Do. do. 6 p. c. 2nd Preference … 10 11 — 12 11 — 12 114 1 
$1,336,000 | Western Union of v. S. Tel., p. c. À Bonds | $1,000 120 —125 120 —125 

175,101 d tenling Ben Bonds ... 100 99 —103 99 —103 
42,853 { Westminster Electric Supply À marne Lu Ord., Nos. 101 to } 3 nt d— 3 


* Subject to Founders’ Shares. 


Blackpool Electric Tramway Com 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


Depositing Priorities, 7—74.—Elmore’s French 
ding premium), 24—2§.—House to House Company 


Limited, £10 (£64 paid), 73—78.—Elmore 
Patent Copper Depositing emt of £2 (issued at 10s. premium, £1 10s. paid, 
4ÿ—5}—London Electric Supply Ordi 


nary 
£1 paid) 11s.—13s.—Woodhouse & Rawson of £5 (£2 10s. paid), 17—24 


per 
à, including 
(£5 paid), 1g—1f. Manchester Edison and Swap Company, £9 
24.—Preference, 4g—4§. 


Bank Rate or Discount.—4 per cent. (8th January, 1890). 
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INDUCTANCE AND ITS PROPOSED UNIT 
| THE HENRY* | | | 


By A. E. KENNELLY. 


Perxars the greatest discovery of Faraday’s long career of scientific 


research was that of electro-magnetic induction in the year 1831, . 


when he first brought to light the influence exerted by a magnet or a 


current upon surrounding matter when subjected to a change of mag- | 


netic potential. Oersted had shown that a conductor carrying a 
current exercised electro-magnetic influence at a distance, and 
Ampére had enunciated those simple and beautiful laws this in- 
fluence is admitted to obey, but Faraday’s discovery was a great 
step; it revealed the action of magnetic force in apparently empty 
space ; it inaugurated that deeper insight into the mechanism, sti 

only dimly guessed, which connects matter with all other matter in 
space; and it invested the all pervading ether with a dignity and 


= that in the hands of many great men since his time, has pro- . 


bly paved the way for our future comprehension of magnetism, 
gravitation, and rai nt energy, while making the hypothesis of 
action at a distance a mere mathematical conception and process of 
thought. 


The development of this discovery of electro-magnetic induction | 


has practically created electrical engineering, for it is to machinery 
operating by electro.magnetic induction that we owe nearly every 
branch of electrical industry 7. perhaps, telegraphy, the fore- 
runner of all ; and the condition of modern electrical engineering is 
such that the units and nomenclature relating to steady currents and 
permanent magnets is insufficient for practical requirements, and the 
conditions developed by variable currents and magnets demand the 
establishment of engineering practical units for the purposes of con- 
venience in expression and computation. 

Foremost among these required units is that of inductance, or as 
it is commonly called the coefficient of induction. This inductance 
is a property fully as essential to every electric conducting circuit as. 
resistance and electro-static capacity, and the inductance of a circuit 
when conveying variable currents is often a far more important 
factor in regulating the flow than the ohmic resistance. In we 


know that Ohm’s law does not apply to a circuit so long as the cur- ° 


’ rent is unsteady, unless the inductance of the circuit or the counter 
electromotive force it involves be introduced into the expression. 

In conformity with the conventional and so-called absolute units 
of electro-magnetism, an inductance is a length, and theoretically it 


o 


can always be computed from the geometrical relations of a circuit ; 


that is to say, if the distance of each point from all other points of a : 


circuit be measured, or inferred, in inches or centimetres, the induct- 
ance of the circuit will be some definite number of inches or centi- 
metres, capable of being determined by a possible if not a convenient 
process summation. If the circuit, however, be associated with 
iron or other magnetisable matter, then the magnetic permeability of 
the environment will enter the terms of summatian as a multiplier. 
In the absolute centimetre-g e-secon d system of units, induct- 
ance will be necessarily expressed in centimetres, and the centimetre 
is thus the natural scientific unit, although unsuited to the require- 
ments of electrical engineering. 

It may be well to notice that inductance is only conventionally and 
perhaps not essentially a length. Prof. Riicker has pointed out? that 
the multiplication of the permeability factor with the length factor 
is always tacitly, if not expressly involved, even when the circuit 
- considered is far from magnetisable matter in the ordinary sense ; 
that is to say, when residing in a medium of unit permeability, and 
therefore the nature of inductance is not merely length, but length 
multiplied by permeability, while physics has not yet decided 
whether permeability is the simple numerical factor at present 
assumed, or a function of length, mass and time. Until this question 
is settled, the real nature of inductance must be considered as 
doubtful, and the fact that inductance will probably, in any event, 
be always measured by lengths is no more validly an argument as 
to its nature, than the usual determination of a body’s mass by the 
earth’s vitational force upon-it is an argument that mass is a 
foree. However, the question is one of theory only, and does not 
affect the consideration of the practical unit. 

As has been pointed out by Dr. Sumpner,t there are no less than 
three ways of defining the inductance of a circuit, or a portion of a 
circuit, and the three definitions are equivalent when the permeability 
of the magnetic medium is unity, but are not generally equivalent in 
the opposite event, being then only related in a definite manner by 
the magnetic properties of the medium. . In other words, the induct- 
ance of a hollow solenoid of copper wire, placed in a vacuum, and 
far from all iron, has the same numerical value in each of the three 
definitions ; but if an iron core be inserted in it, its inductance will 
depend upon the definition selected, and will only be capable of 
interpretation from its value in one to its values in the others, by 
taking into account the characteristic permeability curve of the iron, 
and the conditions of the measurement. 

For convenience and general use, however, the secondary definition 
of Sumpner and Fleming$ is probably the best to adopt, and valua- 
tions in the other two can be reduced if necessary to this when the 


data for so doing are available. 

* A paper read at the 52nd Meeting af the American Institute of 
Electrical Engineers, New York, December 169h, 1890. Subject to 
revision. 


T “ Phil. Mag.” February, 1889. 5th series, vol. 27, p. 104. 

? Phil. Mag., June, 1888. 5th series, vol. 25, p. 453. 

j * The Alternate Current Transformer,” by hi A. Fleming, vol. i, 
p. 55. | 
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The inductance of a circuit, or portion of a circuit, is then ty 
ratio between the total induction through it to the current produgi 
it. Thus taking a simple helix of five turns ing a current of tyy 
units, and assuming that 1,000 lines of .force* passed through th 
central turn, of which, owing to leakage, only 900 thread the ney 
adjacent on each side, and again only 800 through the end tung 
there would be 800 + 900 + 1,000 + 900 + 800 or 4,400 li of 
lines with the wire, and this being with 2 units of current, then 
would be 2,200 linkages with‘unit current, and consequently the self 


Fia. 1. 


inductance of the helix would be 2.200 centimetres. (Fig. 1.) : 

The fact that such helices are used in galvanometers, and that the 
magnetic force at any point within them is admitted to be proportional 
to the strength of the traversing current, renders it evident that hal 
the current in this case been one unit, 2,200 lines linked with the coil 
would actually have been produced. Supposing, however, that the 
helix had been wound upon an iron core, the total mumber of linkage 
with the same two units of current would have been y iy 
creased, perhaps twenty-fold, or to 88,000, and the inductance then by 
the same rule would be 44,000. In this case one unit of current 
would not, in all probability, reduce the number of linkages to 44,00) 
the exact number would depend upon the characteristic curve of the 
iron core, and the degree of saturation, so that it would now k 
necessary to state the conditions of the measurement along with 
result, in order to convey a clear and definite meaning. | 

It appears anomalous at first sight to state the above inductanc 
in centimetres; when they are derived from the number of lines d 
force ; but it is to be remembered that the total number of linkage 
is divided in each case, not by a mere numeric, but by a current, 
and this quotient can be proved to be a length in the existing system 
of dimensions. 

In the same way the mutual inductance of two conductors is th 
ratio of the total induction through one of them to the strength d 
current in the other producing it. Suppose two coils of copper wit 
to be held in free space far from iron, and let one of them be & 
versed by a steady current of, say, four units. Of all the lines & 
force issuing from this coil, suppose 500 pass through the other call 
For simplicity, imagine the second or recipient coil to be 
of eight turns, so dis , that the 500 lines pass thro in 
succession. There will then be 4,000 li s of lines with coil, 
and the mutual inductance of the two will be 4,000 + 4, or 109 
centimetres. It is interesting to notice that the same result 
be reached if the second coil had the current, and the linkages wet 
counted in the first, the pair being mutually conjugate in this resped, 
provided they reside in a medium of constant permeability. 

Thus far, we have only considered the centimetre or absolute uni 
whose unfitness for practical use is evident, since the smallest indue 
tance that is at present known to engineering amounts to seven 
thousand, while the average values met with are counted in 
of centimetres. It would, of course, be sible to name suitable 
units from the metrical system of lengths, but it is the proposal d 
this Institute to adopt the word Henry as the practical unit, 2 
honour of the man, who, beyond all doubt, was among the foremost 
to extend the knowledge thus far possessed of self and mutual indué 
ance. | 
If the selection of the practical unit were entirely free and sub 


servient only to practical requirements, so that its magnitude shoul à 


express ordinary values in digits with fewest decimals on the @ 
hand, or large numbers on the other, there seems most reason # 
believe that the thousandth of the. earth-quadrant or myriamew 
would be the most eligible. : NET | 


| | 
Proposed Name. | Length. | Unit. 
Henry "Earth quadrant. | 1,000,000,000 | Practical unit 
| 100,000,000 
10,000,000 
Millihenry | Myriametre 1,000,000 
Kilometre. 100,000 
| Hectometre. | 10,000 
Microhenry | Decametre. | 1,000 
| Metre. | 100 + 
|  Decimetre. 10 
Centimetre. | 1 | Absolute unik 
| 


* The term line of force here is used in the sense of a line d 
induction; the distinction being necessary when the lines Ré 
through iron. — 
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large iron machines employing many turns of wire linked 

magnetic fields, would have inductances more 
ressed in earth quadrants, which might then be terme the Kilo- 
hotes just as we now have the watt and kilowatt, but there is one 
restriction which makes such a selection undesirable, and that is the 
hitherto unbroken system of practical units itself.. This practical 
system is a sub scheme of the great international C.G.S. system, and 
especially planned for adaptability to practical requirements. It is 
derived from that parent system by the substitution for the unit of 
length one thousand million centimetres in place of one centimetre, 
and for the unit of mass an impalpable entity definite only in thought, 
the one-hundred millionth of a milligramme in place of the gramme. 
By this substitution in the C.G.S. electro-magnetic units, we obtain 


the hitherto unbroken system of the volt, ohm, ampère, coulomb, 


joule, watt, and farad. . Even these units are not always the most 
convenient, witness, for example, the microfarad in common use, 
whose prefix is maintained simply in deference to the harmony of the 
system, for the fatad is a capacity that exists only in imagination ; 
the capacity of the earth itself being only about 700 microfarads, and 
of the sun, or rather a sphere having the apparent dimensions of the 
sun being only about 76,000 microfarads. On the other hand, a pro- 
position has lately been made to infringe the system by making 
the volt, the ampére, and the watt ten times their present values, on 
the ground of practical convenience.* However, at the present time, 


it would surely be unadvisable to attempt the precedent of infringing © 


a system that has hitherto been supported by time, custom, and Inter- 
national Congress. 

In this practical system, the unit of inductance must be 1,000 
million centimetres. That is an earth quadrant or the distance from 
the pole to the equator, measured on the meridian of Paris. Strictly 
8 ing, it is only the quadrant of the French standard earth, which 
is about one-tenth of one per cent. shorter than the acknowledged 
actual earth quadrant, according to the best determinations, but the 
fact of the latter being 10,001 kilometres, instead of 10,000, is a matter 
of precision in definition only, and in no way affects the practical 


unit. 

As regards the history of the subject, it would appear that prior to 
1887, measurements and deductions were confined to scientific works, 
and were expressed in absolute units—centimetres. In that year, 
however, a paper was read before the British Institution of Electrical 
Engineers by Messrs. Ayrton and Perry,} who invented and developed 
a practical measuring instrument for the measurement of inductance, 
me aided by Dr. Sumpner, made important contributions to the 
literature of the subject, and who proposed a name provisionally for 
the practical unit. That name was the secohm, a contraction of 
second-ohm, implying the fact that the product of the two was the 
lengjh equal to the practical unit. They drew attention to the fact 
that since the Paris Congress of 1884 had fixed the standard legal 
ohm as the resistance of a column of mercury at zero Centigrade, 106 
centimetres long and 1 square millimetre in cross section, whereas the 
true ohm was in all probability 106°3 centimetres, or one-quarter of 1 
per cent. greater, the inductances measured in the manner they 
suggested from seconds and legal ohms, would be in terms not of 
the standard earth quadrant of 10,000 kilometres, but of legal 
earth quadrants 9,778 kilometres in length. The difference prac- 
tically is not very great, but to avoid error or confusion in defini- 
tion, may advocated provisionally the term secohm, in place of 


q 

The Paris Congress of 1889 adopted the “ quadrant” as the practical 
unit of inductance, defining it as 1,000 million centimetres. 

The practical range of inductances is second only to that of resist- 
ances, and the latter we know from a few microhms up to thousands 
of megohms. The smallest inductances are those of Hertz 
resonators which descend to the order metres. Excluding these, 
however, the ‘smallest are perhaps met with in measuring instru- 
ments intended to have negligibly small inductance, such as doubly- 
wound resistance coils, Cardew voltmeters, and the like. These 
descend to the order of decametres, and can generally be expressed 
as such without prefixing decimal points. It is evident that the 
term microhenry would suitably apply to their designation. At the 
other end of the scale we find large induction machines linking 
dense fields with many turns of wire, and reaching inductances of 
hundreds or even thousands of henrys. Intermediate between 
these limits, there exists a large class of circuits having many 
turus but little iron, or clad in iron with few turns of wire, and these 
seem to be best expressed by the term millihenry, equivalent to the 
myriametre. 

Witli the object of setting forthithe advantage to be derived from 
the use of this nomenclature, it may be permissible to adopt it 


provisionally in describing the measurements that follow. ese 


measurements have been made on different types of apparatus 


at different times and by different methods, so that they repre- 
sent mean values from several observations in many cases, but allow- 
ance must be made for the variations of standard and type. 

1 In telegraphy, the inductance of an ordinary Western Union 
a relay is about three henrys with the armature drawn well 
in , and nine henrys with the armature pressed against the poles. 
= the latter case, af course, the magnetic reluctance of the iron 
a 18 à Minimum, and the same current in the coils causes three 
nes as many lines to circulate through the iron. At the position 


teed armature in ordinary adjustment the inductance is about five 


The inductance of an ordinary standard 10w relay is from 200 to 


millihenr 
to the poles, ys, according to the position of the armature relatively 


. * The Electrician, of London, September 19th rar 558, Report 
of British Association Discussion. | 7 fai 


Journal of the Instit 
Vol. xvi,, p. 901, of Electrical Engineers, London, April, 


The inductance of an ordinary sounder is Sey from 25 to 
50 millihenrys. These inductances are the values obtained with 
only a few milliampéres through the coils, and since the path of the 
induction is largely through iron, the inductance varies with the 
strength of thé current used. Practically, however, the variation 
is small within the range of current at which instruments usually 
operate. | 


SURMARINE TELHGRAPHY. 


The inductance of a mirror speaking galvanometer of the ordinary 
type having 2,250 ohms was found to be 3°6 henrys. | 
TELEPHONY. | 

The inductances met with in the ordinary long distance telephone 
apparatus are as follows :— | | 

The call bell 80 ohms and 1°4 henrys. NE ag | 

The magneto armature 550 ohms, and from 27 henrys with the: 
plane of the coil in the line joining the poles, to 7°3 henrys when the. 
iron core joins the poles, the plane of the coil being then at right 

e induction coil pri 0°28 ohm and 3°5 millihenrys. 

Secondary 164 ohms, and 734 millihenrys. vs 

The mutual inductance between the coils 60 millihenrys. 

The Bell telephone receiver 75 ohms and from 75 to 100 milli- 
henrys. The removal of the ee from an ordinary telephone 
of this type reduces the inductance about 35 per cent. All these in- 
ductances are to currents of a few milliampères only. As regards 
the inductance of aerial line wires, it is to be regretted that measure- 
ments are not yet forthcoming, and indeed the experimental de- 
termination is attended with some difficulty, owing to static 
capacity and imperfect insulation. In the absence of direct measure- 
ments, theory indicates that the inductance of overhead copper 
wires depends upon the elevation above the ground as well as upon 
the diameter. In the case of iron wires, as used in telegraphy, the 
permeability of the iron enters as an additional factor. The follow- 
ing table of inductances for copper wires, is based. upon a formula 
first given by Clerk Maxwell.* It is to be hoped that imental 
evidence may shortly be collected corroborating these sur — 


TABLE OF INDUCTANCES OF ne , AERIAL Linge WIRE, PER 
KILOMETRE AND MILE, FOR | DIAMETERS, AND 
ELEVATIONS ABOVE THE GROUND. 


Elevation Elevation Elevation Elevation 
Diameter above ground || above ground || above ground || above ground 
of wire. cms. or 700 cms. 1,000 cms. cms. 
18°1 feet or 23 feet. or 82°8 feet. or 427 feet. 
Millyhenrys | Millihenrys Millihenrys | Millihenrys 
or . | or or 
myriametres. | myriametres. | myriametres. | myriametres. 
metre. | | | 
| er er er er 
| Per | Per Per Per 
| kilo- | | kilo- kilo- | kilo- 
| metre. ns | metre.| Mile. || metre.| Mile | metre.| Mile 
0°10 | || 1986 3196, 2109 | 3393 | 2170. 3493 || 2222 3576 
0079 | 1°848 | 4 || | 3°154 | 3°268 | 20°83 | 
030 | 0118 || 1°766 | 1878 | 3°022 | 1950 98188 | 2002 8222 
040 | 0158 || 1-709 | 2°750 || 1921 | 2990 | 1-892) 83-045 || 1945 | 8-190 
050 | 0197 || 1664 | 2678 | 1-776 | 2858 | 1-847 | 2973 | 1-900 | 3058 
0°60 0°236 it 1°628 , 1740 | 2800 | 1811 | 2914 | 1863 | 2998 
070 | 0276 | 1596 | 2669 | 1709 | 2750 | 1780 | 2865 | 1-83 | 2-950 
080 | O815 || 1570 2527 || 1682 | 2‘706 | 1°754 | 2828 | | 
090 | 0354 || 1547 | 2489 | | | 1‘730 | 2785 | 1°783 2870 
100 | 0394 | 1526 | 2°635 | 1°709 | 2°750 | 1‘761 | 2834 


The inductance of iron wires, in the absence of measurements, is 
almost too doubtful to justify calculation, being perhaps 10 times 
more than the inductance of copper wires under similar conditions. 
The difficulty in their case lies in ‘assigning the proper value of per- 
meability. | 

Exectric Ligot AND POWER. 

Dynamos and dynamo-electric machinery are of course generall 
characterised by inductances. ae. 

The inductances of the field magnets of a dynamo may have any 
value depending on the size and voltage of the machine from one 
henry up to 900 henrys. ree 

The inductance of an armature may similarly vary from 20 milli- 
henrys up to 50 henrys between brushes. One millih ihenry is a fair 
average value of the inductance of one section of an armature. - 
Armature inductances depend not only on the strength of the mes- 
suring current, but also upon the strength of the field, and whatever : 
influences the permeability of the core. 

The inductance of an alternating transformer varies from a primary 
of 400 millihenrys, a secondary of one millihenry and mutually 20 | 
millihenrys with a transformation ratio of 20, up to corresponding 
values perhap; 100 times as great. | 


Apparsrus. THE INDUCTANCE oF RUHMKORFF Corts. 


The smallest medical coil in ordinary use has five millihenrys in 
its primary, 100 millihenrys in its secondary, and 20 millihenrys 
mutually betiween them. D 

A large induction coil 19 inches long and 8 inches in diameter bas 
0‘145 ohms and 13 millihenrys in its primary, 30,600 ohms and 2,000 
henrys (by two concordant methods of measurement) in its secondary, 
and 163 henrys mutually between. them. | 


+ Clerk Maxwell, “Electricity and Magnetism,” 2nd Edition, 
vol, i., p. 293. 
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site inductance of a mirror ga vanometer may vary from a few 
nillihenrys up to 10 or more henrys according to its resistance. 
Two Lies à a fair average for an astatic mirror galvanometer of 
o£ 5,000 ohms. 

An ordinary electric bell of 2°5 ohms resistance was found to have 
an inductance of 12 millihenrys. 

There is one point in connection with the self and mutual induct- 
ance of induction coils and transformers, that deserves attention 
owing to the confusion that occasionally arises concerning it. It may 
be, perhaps, best represented by a numerical example. Let a closed 
Faraday ring of iron 100 centimetres in mean circumference and 20 
square centimetres in uniform cross section, be closely wound with a 
primary coil of 2,500 turns in one layer, followed by a secondary coil 
‘of 7,500 turns also in one layer, If now 2 ampères be maintained 


steadily through the primary, the magnetic force in the iron will be - 


4x/10 times the ampére turns per centimetre of the iron circuit or 
4x/10 x 2 x 2,500 + 100 or 62°85. The permeability of wrought 
iron at this force being, say, 250, the induction developed per square 
centimetre will be 250 x 62°85 or 15,713 lines, and the total induction 

enclosed by the primary coil, neglecting the space occupied by the wire 
itself will be 20 x 15,713 or 314,250 lines which traverse every turn 
of both windings. The linkages with the primary will be 2,500 x 

314,250, or in round numbers 786,000,000 and referred to one ampère, 
half this number, or an inductance of 393 million centimetres, that 
is 393 millihenrys. Similarly the linkages of these lines with the 
secondary will be 2,358 millions, and per ampére of primary current, 
1,179 millions of ,centimetres mutual inductance or 1‘179 henrys. 
Next suppose the primary current interrupted, and a current steadily 
established in the secondary sufficient to produce the same magnetic 
force in the iron, thus avoiding the complication of a changing per- 
meability, As the secondary has three times as many turns, the 
current effecting this will be two-thirds of one ampère. The total in- 
duction through the iron will now be the same as before, and there- 
fore the linkages will be equally numerous. The self-inductance of 
of thé secondary will be 2,358,000,000 +34, or 3,537,000,000 centi- 
metres, that is, 3°537 h The mutual inductance will similarly 
be 786,000,000 + 34, or 11 
carrying the eg to the necessary degree of accuracy, that this 
mutual induction, 1°179, is the square root of the product of the two 
self-inductances, 0°393 x 3,537. 

Examination of the steps in this calculation will show that this 
proposition must hold for all closed magnetic circuits uniformly mag- 
netised to the same degree when the space occupied by the windings 
is not taken into account. Under the opposite conditions of open 
and especially of short iron cores, with large winding spaces, the con- 


dition usually fails, and the mutual inductance may be greater or less © 


than the square root of the self-inductances multiplied together. 

Another reason in favour of selecting 1,000 million centimetres as 
the value of the practical unit or Henry, is the desirability of having 
the time-constant of an electro-magnetic circuit expressed directly in 
seconds by its practical units, as in the case of electrostatic circuits, 
rather than revert to a unit of inductance that would yield the time 
constant in milliseconds or other fractional period of time. The 
time constant of a simple electro-magnetic circuit, a circuit having 
inductance and resistance, but negligibly small electrostatic capacity, 
is defined as the ratio of its inductance to its resistance, that is, of its 
henrys to its ohms. It is an important function, and its considera- 
tion presents some remarkable analogies between inductance and 
electrostatic capacity that it is interesting to trace. 
_ Imagine an inductance coil, c, without iron to be supplied with a 
steady current from an electromotive force, E,of 50 volts. Let the 
inductance of the:coil be three henrys, and its resistance 10 ohms. 
(Fig. 2.) Ohm’s law determines the strength of the current to be 5 
ampères. Now short-circuit the terminals of the coil very suddenly 
by a wire across its terminals of negligible resistance. The current 
in the coil, c, does not stop instantly, but under the name of extra 
current is maintained in the coil by reason of its inductance. Accord- 
ing to theory, the last dregs of the current will never entirely vanish 
from the coil, although after the first few seconds the remainder is 
exceedingly small. The very first instant after short-circuiting, the 
current continues at 5 ampères by its electro-magnetic momentum, but 
being unsupported, its energy-is lost thermally in overcoming the 
coil’s resistance, and it immediately falls. In falling, the lines of 
force linked with the circuit and sustained by the current are drawn 
in, cutting the coil as they recede, thus creating a counter E.M.F. 
tending to prolong the current, and this process of dwindling current 
with reduction of opposition from the reserve of inductance, descend 
together. The total quantity of electricity that will flow through the 
circuit under the conditions specified, may fairly be called the charge 
or discharge of the coil, and it can be er À proved that this charge 
is equal to the quantity that would be conveyed by the initial dis- 
charging current, acting uniformly during a time equal to the time- 
constant of the circuit. In this case the discharge commenced at 5 
amperes, and the time-constant is 0°3 second, so that the total dis- 
charge will be that due to the flow of this current in 0°3 seconds, that 
is, 1°5 coulombs. | 

To re nt the case graphically, suppose the curve of disc in 
time to lotted as in the figure. Let the axis, 0, x, be divided off 
into seconds, and the axis, 0, y, into ampéres. (Fig. 3.) The dis- 
charge commences at 5 ampères, subsides rapidly at first; but at last 
so slowly that an indefinitely long time must elapse before it alto- 
gether disappears. The area enclosed between the curve and the axes 
represents ampére-seconds or coloumbs to the amount of the total 
charge, and the proposition just stated asserts that if the current had 
continued at 5 amperes steadil y for 0°3 seconds, the area of the dotted 
rectangle so generated, y, D, T,0, would be equal to the total area 
enclosed between the curves and the axes prolonged to the ultimate 
point of union. 

 Curiously enough, exactly the same law applies to the 30 of 

a condenser through a circuit of resistance but negligibly small induct- 


henrys, as before. It will be found, on . 


ance. The time-constant of the circuit in this case, however, being ite . 
capacity in farads multiplied by its resistance in ohms. | 
e curve of discharge is of the same type for inductances. @ 
capacities. It is logarithmic, and finds its prototype in the case. 
the discharge of water in time, from a tank having a faucet at the 
base, assuming that the rate of escape through the faucet at-any. 
moment is directly proportional to the pressure, or level of water. 
then remaining in the tank. | | 
The laws which control the outline of this discharge curve are. 
identical for condensers or short-circuited inductances, and are com- 
bined in the following enunciation : | 


full 
The of the ratio of the { initial 
to the at any instant is the quotient of the 


time during which discharge has been in progress” by the time con- 
stant of the circuit 
In this statement two reservations are necessary. 
The electrostatic circuit must be free from all appreciable induct 


Fie. 2. 


Fig. 3. Fig. 


ance, and the electro-magnetic circuit must contain negligibly small 
electrostatic capacity. It was first mene out by Sir William 
Thomson that the discharge of a condenser through an inductance 
circuit, becomes oscillatory when the inductance exceeds a certain 
critical value. 

When an inductance discharges through a break instead of a 
circuit, the conditions become complicated to a degree that 
complete practical solution in the present state of knowledge. 

At the period of natural discharge equal to the time constant, a 
inductance or capacity charge or current will have fallen to 36 per 
cent. of its initial value. 

imilar propositions re e charging currents and quantities. 
In the above instance, after.the coil has completelyidischarged, remove 
the short-circuiting wire. The current will immediately enter the 
coil, and the curve of its arrival in time is represented in fig. 4, this 
curve being only an inversion of the preceding. For this reason # 
is evident that the area above the curve now represents the charge, 
and by an extension of meaning, the deficit from full current, such 
as B, ©, may be called the charging current, since on discharge and 
reversal of the diagram, this will be the discharging current at the 
same la of time. In fact, the current,-a, c, is doing work in 
heating the coil, the deficit from ultimate current, B, oc, being only 
active in increasing the electro-magnetic momentum of the circuit, 
and work is really stored in the coil as though the deficit current did 
exist. A similar but inverted curve of current in time represents the 
charge of acondenser. In each case, and under the above restric 
tions, the following propositions hold: 


The natural logarithm of the ratio of the sa itial ge } 


to the mé rs où full eu at any instant is the quotient of 


the time during which the charge has been in progress by the tim 
constant of the circuit. | | 

When the charging interval reaches the time constant, the charge 
will have attained 63°2 per cent. of its full value. 

Another relation between simple electrostatic or electro-magnetic 
circuits and their time constants is in their stores of energy. The 
energy of the charge in each case is half the energy that would be 
developed by the initial charging or discharging current against the 
ohmic resistance of the circuit in the time equal to the time constant 
In the above instance, for example, five ampéres being the 
charging or discharging current, and the resistance 10 ohms, the 


circuit energy of this current per second would be 5 x 5x 10 = 20 
joules, and during half the time constant, the en thus dev 
would amount to 0°3 x 250 + 2, or 37°5 joules. is is the 


magnet energy stored up in the charge. 

These are not the only analogies that exist between inductance and 
capacity, but there are remarkable points of diversity. The dix 
of extra current of a coil is in the same direction as the circuit o& 


instances, the electro-magnet and the condenser are used sand 


the reason that a coil of large inductance has ge 
and therefore high resistance, so that the ultimate ratio of the hear’ 
to the ohms is not large. For example, the time con pr 
Bell telephone, considered in itself or on short circuit, is from … 
measurement above described, about 0°09 + 75 or 0°0012 seconds, 
therefore a steady E.M.F. of, say, two volts, impressed d 
such a telephone would produce in this interval of time 
cent. of 2/75 ampères, namely 169 milliampères. By adding 
anceless resistance to the circuit, however, and raising the 
proportionately, the time-constant would be lessened, and the 4 
of current accelerated. Strictly speaking this que By 
accurate, since the telephone coil surrounds iron, but with 
currents usually employed, the iron probably does not 
fluence the arrival curve. In the case of d o field- 
large ironclad inductances generally, the divergence of the 
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curve from that of a corresponding simple electro-magnetic circuit is 
considerable. . 

There are several methods by which self and mutual inductance 
can be measured, the selection depending on the magnitude to be de- 
termined and its nature. The Ayrton and Perry sechommeter or 
double revolving commutator is perhaps the most generally useful. 
It may be employed in connection with a standard condenser, a 
standard inductance, or apparent change of resistance with speed. 
Being used in the Wheatstone Bridge, the currents it can alternate 
are necessarily limited in strength. 

For small inductances,* say less than one-tenth of a millihenry, the 
method of Prof. Hughesf or its modification by Lord Rayleigh is 
probably best suited, using two coils of mutual inductance and a tele- 
phone as the observing instrument. 

The inductance coils are usually in the form of two concentric 
rings, the inner being capable of rotation about the common ver- 
tical. The mutual inductance of such a pair of coils is a complex 
function of the dimensions and the angle between the planes at 
which the coils may be set. It is usual to calibrate the instrument 


‘by separate measurements of the inductance at different angles. A 


simpler arrangement, hqwever, for mutual inductance is a short 
solenoid in the bridge circuit superposed coaxially upon a long sole- 
noid in the battery circuit. Adjustment to silence in the tele- 
= for interrupted currents is then made by including in the 
ridge circuit a greater or less number of turns in the outer solenoid. 
The mutual inductance is then very nearly proportional to the 
number of turns so included, and by suitable proportions in con- 
struction, the accuracy can be carried as far as the telephone for the 
receiver will permit. 

For the measurement of inductance in coils on iron machinery, 
the ballistic galvanometer is frequently employed, either by the 
method of discharge for self-inductances, or induced quantity with 
mutual inductances. Mutual inductances connected by closed iron 
circuits present no difficulty when great accuracy is not required, 
since, as already observed, the self-inductances are calculable in 
these cases when the mutual inductance and the number of turns in 
the coils are known. It is much more difficult, however, to measure 
the self-inductance of the field magnet of a dynamo when the 
armature is removed, and when currents of the normal exciting 
strength are used in the measurement. The best attempt has been 
made apparently by observing the discharge effects of gradual small 
changes of a strong current passing through the coil, in circuit 
with a specially-arranged Wheatstone bridge.t If it were of suffi- 
cient practical importance, however, to measure such inductances 
with powerful currents, a recording instrument might be tried, 
having a very light and swiftly moving pointer, leaving a trace of 
its motion on a strip of moving paper, like Sir William Thomson’s 
syphon recorder. If such a pointer were arranged to give an 
amplitude of movement at right angles to the paper strip, in 
proportion to the current traversing the coil, it would register the 
curve of discharge when the coil was short-circuited, in the manner 
described above. On a sufficiently enlarged scale, corrected rhaps 
for residual jinertia in the moving parts, this curve would give 
not only the total’ quantity of discharge but its deviation from 
the logarithmic line of simple electro-magnetic discharge, would give 
ou means of determining the characteristic of magnetisation in the 


Of far lesser importance than the selection of the practical induct- 
ance unit, but still well worthy of separate consideration is the selection 
of appropriate symbols to represent the unit briefly. It might, per- 
ee — be advantageous to represent thé henry by a capital H, and the 
I enry by the plain letter h. This notation would enable such an 
qu as 50 henrys to be written as 50 H, and 50 millihenry as 
he sad gma occurs so seldom that it would probably not 

All gr of employ true ohms and not 

e computations. i 
is 1-0028 legal e best existing value of the true 
€ correction is practically so small that it can best be carried out 
by the nominal temperature of the resistance coils 
Le - These temperatures should be increased by 9°4 deg. C. for 
Lowers silver, 6°5 deg. C. for German silver, and 13°15 deg. C. for 
p “ay Thus a resistance box with platinum coils standardised 
À - rod ge (of 106°0 cms.) at 15 deg. C. would give true ohms of 


at 24 deg. C. 
be the standard temperature end this would 


ments of inductanoe of the box for use in precise measure- 
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15,733. “Improvements in electrical si i para 
signalling a tus.” E. 
October 7th. 8d. Claim ~The described 
a. Z electrically signalling, consisting essentially of metallic 
Thich = ted from each other and superposed, the number of 
uch plates depends upon that of the signals to be produced from 
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ductors.” J.D. F. ANDREWS. 


a distance, the surfaces of these plates, which are of optional form 
aud dimensions, are perforated with holes, the number of which 
depends upon that of the combinations thus made beforehand, the 
whole being set in Te at will by a metallic peg, provided with 
springs, traversing all the said plates in ofder to extend to the last 
completing the entire circuit, the plates being moreover provided 
with holes outside the contacts this peg for the signals not 
entering into the combination, and the apparatus having furthermore 
additional commutators. 


17,424. “ vements in joints for armoured electric con- 
d November 2nd. 6d. When 
two straight lengths have to be connected, the inventor first cuts off 
part of the armour at the end of each length, so that the internal 
wires and their insulating coverings project beyoad the end of the 
armour; he then joints the wites together, and cover the junction 
with insulating material in the usual. way, preferably using material 
prepared for vulcanisation. Over this he slides a tubular sleeve, 
somewhat larger in diameter than the armoured conductor on one of 
the lengths, of which it had been placed before their junction. This 
sleeve has its ends made with lips turned inwards, so as nearly to fit 
the armoured conductors, and has a small hole through its side. The 
sleeve having been slid over the junction, so that each end of 
it overlaps the armour, he poufs in through the hole molten fusible 
metal, which, on setting, À rm to the armour, and covers the insu- 
lating material surrounding the junction of the wires ; this material, 
if suitably preparéd, becoming vulcanised by the heat. 3 claims. 


17,681. “ rovements in apparatus for regulating and commu- 
tating electrical currents, applicable for use in dynamo-electric 
machines, motors, and meters.” H. F. Joe. Dated November 5. 
8d. Consists in the use of a piece or strip of sheet iron wage in 
front of the side of a fixed coil, between a coil and a movable wire, 
so as to cover the side of the coil, the iron shuts off, and to a great 
extent nullifies the action of the currents one upon the other, so that 
the movable wire is no longer repelled or atttacted. If the iron strip 
is placed so as to cover one edge and a part of the coil only, the re- 
pelling or the attracting action is shut off on that edge or. porti 


wire 


17,819. “ Improvements in switches for making and breaking elec- 
tric currents.” A. SLATTER and W. Rrxom. Dated November 8th. 
8d. Consists of the construction and arrangement of a “switch * 
which may be suitably enclosed within a casing of wood, peer or 
other suitable material, and worked by a suitable key, which may be 
separate from the “switch,” and inserted therein when required 
through a suitable keyhole or opening. The said key engages with a 
link, one end of which is pivotted on a fixed centre, the other end of 
the said link is jointed or hi to the end of a second link. This 
second link has a suitable. “slot” formed lengthwise in it. Inserted 
in the said “slot” is a fixed pin, upon which the second link is free 
to slide. To the end of the said second link (farthest from’ the first 
link) is attached to or in contact with a suitable spring or springs s0 
arranged as to pull (or push) the second link towards the pivot of the 
first link. Thus, when the first link is turned upon its centre by the 
hereinbefore-mentioned key (which is arranged and shaped so as to 
suitably engage with the first link), the second link is caused to slide 
upon the said fixed pin, and the said spring acts in opposition to this 
movement until the “dead centre” is passed, when the said spring 
accelerates the motion imparted by the said key, and the links mové 
forward with a sudden quick movement independent of the key, the 
amount of such movement being limited by the length of the “slot” 
in the second link, or by suitable stops suitably arranged. 3 claims. 


17,915. “ Improvements in-the operation. of telegraph circuits and 
in apparatus therefor.” C. A. GisBoRNE. (A communication from 
abroad by D. H. Keeley, of Ottawa.) Dated ber 11th. 8d. Con- 
sists of a rapidly mn pr | current at the receiving end of the line, 
and at the sending end a double current transmitter. The receiving 
instruments are polarised. If the sending key is depressed a current 
of one polarity, say +, goes to line and charges the conductor. If 
the current reverser at the distant end presents a —current to line, 
that current combines with the current transmitted, and affects the 
polarised receiver in one direction, say, closes it; when the current 
reverser presents a + current to line, it is opposed by the + current 


_ transmitted, hence no effect is pares in the‘receiver, which re- 


mains closed. If the key at the sending station is u a — 
current goes to line. en the current reverser at the receiving 
end presents + to line, it combines with the — transmitted, and affects 
the polarised receiver in the directioh opposite to that imparted 
before, and opens it; and when the current reverser presents — to 
line, it is op by the — transmitted, therefore no effect is pro- 
duced and the receiver remains open. Hence the distant receiver is 
actuated by the distant battery under the operation of the sending 
key. 5 claims. 

18,028. “ pus in moulding plates for electric accumu- 
lators.” E. pe Pass. (Communicated from abroad by La Société 
Jacquet Frères, of France.) Dated November 12th. 8d. Claims :—1. 
The process of moulding by dividing the core of the cells, whose trans- 
verse section is formed with twin inner bevelled sides, into two parts 
separated by a sliding surface determined substantially as described 
with reference to the drawings. 2. The mode of mounting of the 
half cores on two separate and independent pieces capable of being 
displaced in opposite directions according to a sliding surface deter- 
mined as specified, and which leave, on the withdrawal of the cores, 
the cast plate confined all around its periphery, substantially as de- 
scribed with reference to the drawings. 


18,526. “Improvements relating to the transmission and 
of telegraphic signals and to a therefor.” H. H. Luxe. 
(Communicated from abroad . D. Field, of America.) Dated 
November 19th. 8d. The sen apparatus comprise the follow- 
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ing :—An operating key is made part of a local circuit, which includes 
an electro-magnet and a battery. The opening and closing of this key 
causes the magnet to attract and release an armature which is mounted 
on a pivoted lever, one end of which operates a pole-changing key, 
having continuity-preserving contacts which control the action of the 
line or cable battery. The other end of the pivoted lever at the 
limits of its movement closes a local cireuit, which includes another 
electro-magnet and 4 ‘battery therefor, but at points between the 
limits of its movement the latter circuit is open. The armature of 
the second electro-magnet is carried on a pivoted lever which operates 
a switch which in one position grounds the cable and in the other 

ition closes the cable battery on to the cable. Owing to the fact 
that the first pivoted lever has a range of movement between its stops, 
reg we @ the circuit of the second electro-magnet is open, it follows 
that the operation of the main key will be of the required character, 
namely, that upon ion a certain amount of current momen- 
tarily flows through cable and then is immediately cut off and 
the cable ed for static discharge, and on the release of the 
operating key current is again momentarily admitted to the cable, but 
in an opposite direction, and then immediately the cable is again 

| There is, therefore, no chance for the errors of “ personal 
equation” in attempting to judge the proper interval of time in ad- 
mitting current to the cable, because a regular and determinate 
amount of current flows jin the cable for each signal, and indicates 
the beginning and end only of such signal, corresponding to the 
make and break of the Morse system. The receiving apparatus is of 
the following character:—The inventor constructs an “ iron-clad ” 
magnet, which may be either permanent or electro, and in the latter 
case energised by a suitable local battery. This magnet is arranged 
to have two similarly polarised cores and a surrounding shell of 
ge polarity, thus, producing two annular fields of force. In 
these fields of force he suspended two fine coils, so wound that the 
arriving currents circulate therein in reverse directions. These coils 
are carried by a light aluminium frame, suspended partly by a silk 
fibre and partly by a torsion wire to a suitable capstain screw. The 
end of the cable terminates in the capstain screw, whence the work 
passes through the torsion wire, and by a light connection to the fine 
wire coils carried by the frame, and thence into a mercury cup, into 
which the frame dips, and from there to earth. The frame carries a 
cross bar, which is placed in light contact on each side with corre- 
sponding spring-retracted levers, which in the opposite direction are 
held by very thin wires, whose distant ends are connected to tension- 

ting screws. Each of the wires forms of a se 


parate 
circuit, which includes a battery and corresponding coils, which are . 


wound on the cores of a polarised relay, the arrangement being such 
that when the cross bar on the light aluminium frame is bearing with 
equal pressure on the small pivoted levers the strength of the two 
local batteries is exactly balanced on the polarised relay, and 
the latter is inert. When, now, an impulse arrives over the 
cable, it disturbs the position of the fine wire coils situated in the 
two annular fields of force, and thus more or less changes the 
oes of the ends of the cross bar against the pivoted levers which 
orm the terminals of the two thermic expansion wires. The equal 
amount of heat generated in these two wires by the respective 
batteries is at once changed by the movement of the cross bar. The 
result is that one of these wires becomes more or less cool and the 
other more or less heated, with a resultant change in the amount of 
current flowing through the two normally balanced circuits of the 
larised relay, and at once the tongue of the latter is shifted. A 
Goa circuit for this relay is applied in the usual manner, and in- 
cludes a local battery and an ordinary Morse sounder. 17 claims. 


1890. 


941. “ Improvements relating to electric tramways and tramcars.” 
A. L. Luxerr and E. H. Bayzey. Dated January 18th. 11d. Has 
reference to improvements in or pertaining to an invention for which 
letters patent were granted, dated the 4th October, 1887, No. 13,447, 
and the invention consists in reducing the width of the slot opening 
of the channel in which the collector works ; in making the contact 
for the return current independent of the state of the road, and thus 
prevent any possibility of sparking at the wheels; in providing 
means for an return circuit to carry the return current inde- 
pendently of the rails; in rendering the points or switches in the 
track more reliable nnd better adapted for the purpose; and in 
making the insulation of the main conductor more À pm. and 
the conductor less accessible to mechanical or electrical derangements 
than heretofore. 11 claims. | | 


1,028. “ A new or improved method of converting a direct or 
continuous electric current into an alternating current, and improve- 
ments in or relating to apparatus therefor.” W. P. THompson. 
e communication from abroad by L. Gutmann, of Pittsburg.) 
‘Dated January 21st. 8d. This device embraces means for changing 
a direct or continuous current into an alternating current, which is 
not only merely alternating, but resembles in every respect the alter- 
nating current generated by the well-known alternating current 
generator. The current obtained by the invention is not simply 
constituted of impulses of alternate direction, but each impulse 
varies gradually from zero to maximum of the given strength of cur- 
rent of the direct current dynamo or battery, and then gradually 
from maximum to zero. 6 claims. 


1,329. “Improvements in sockets or holders for incandescent elec- 
tric lamps.” . C. R. Bonne. (Communicated from abroad by W. 
Thompson, of Dresden, Germany.) Dated Jan 25th. 6d. The 
object|of this invention is to reduce the cost of construction; to 
reduce the number of parts in the device; to secure more perfect 
contact of terminals ; to prevent or reduce the liability of producing 
a spark at said terminals to simplify and render more convenient 
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and easy the operation of switching or maki or breaking a circuit: 
to render the device more durable, and generally to secure other ad. 
vantages and results. 3 claims. 


2,234. “‘ Improvements in electro-mechanical movements, chiefly 
designed for regulating the carbons in electric arc lamps, and fo 
similar purposes.” §S.E.Nurrina. Dated February 11th. 8d. The 
object of the invention is to make an electro-mechanical movement 
that will be proportional at all times, and under all circumstances, to 
the quantity of the electric current varying with every variation in 
the quantity of such current. 5 claims. 


THE ELECTRICAL PROPERTIES OF 
SEMI-PERMEABLE WALLS. 


AN interesting paper by W. Ostwald was recently published 
in the Zeitschrift fiir hysikalische Chemie, upon the elec- 
trical properties of semi-permeable walls. 

Suppose a salt to be dissolved in some solvent, thena 
“ semi-permeable ” material is one which allows the solvent 
to pass through it but does not permit of the passage of the 
dissolved salt.. It might be imagined that the permeability 
of any given material depends upon the nature of the given 
salt as a whole, but this is not the case ; Ostwald has found 
that it depends upon the nature of each of the ions. For 
example, ferrocyanide of 7 is permeable by potassium 
chloride because it allows of the passage of both the chlorine 
and the potassium ions; it is not permeable by barium 
chloride because, although it presents no obstacle to the 
passage of the chlorine, the passage of barium ions is pre 
vented. Again ferrocyanide of copper is not permeable by 
potassium sulphate, for although the potassium ions am 
allowed to pass, the ge of the SO, ions is prevented. ° 

Ostwald submitted various solutions of salts to electrolysis, 
and he found that if a solution, the ions of which are unable 


to pass through a semi-permeable material be submitted te. 


this decomposition, the electrodes being separated by a semi- 
permeable wall, the latter will itself act as a metallic electrode, 

The method of performing the experiment is essentially as 
follows : Two glasses are filled ‘with a normal solution of 
sulphate of copper and then connected together by a (J-tube, 
the ends of which are covered over with parchment paper. 

The U-tube itself is filled with a normal solution of 
potassium ferrocyanide, so that a layer of copper ferrocyanide, 
formed on the paper. A current of electricity was then 
passed from one glass to the other. In a little while it was 
observed that metallic copper was deposited on the surface of 
the parchment paper in the glass which contained the 
positive electrode. The mechanism of the interesting 
cess appears to be that the positively-charged copper 10m 
come in contact with the film of copper ferrocyanide, through 
which they are unable to pass, hence they are obliged to give 
up the charges of electricity which they possess, and am 
deposited in the metallic state upon the surface of the 
parchment paper. 

Precisely the same thing happens to our chargel 
Fe Cy, ions at the other side of the film. These, by losing 
an equivalent of — electricity become converted into 
the triad ferricyanide ions. : | 

At the other film the potassium ions, which can permeate 
the copper ferrocyanide, pass through and unite with the 80, 
ions of the copper sulphate, and thus electrical equilibrium 8 
established. | | 

This view of the peculiar solution behaviour of semi 
permeable materials towards different ions affords an explan 
tion of the fact noticed some time ago by Becqueril namely, 
that when a tube containing a solution of nitrate of coppt 
is placed in a solution of sulphide of sodium a deposition of 
copper takes place in the interior of the tube. 

, i Becqueril’s case the sulphide of copper first. formed 
permits the passage of the NO, ions but prevents that of the 
copper ions. The NO, ions coming in contact with the 
sulphide of sodium institute the following changes :— 
2(—) 4(+)4(—) 2 (+) 2(-) 2 (4+) 20) 

Now if the positive and negative charges expressed in the 
above equation be counted it will be seen that there are 8B 
negative and four positive charges before the reaction take 
place, and four negative and four positive charges after tht 
reaction is over. The negative charges set free combi 
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with the positive charges of the copper ions on the other side 
of the film, and the metal is thus deposited. 
~ Ostwald enters into an elaborate argument to show that 
many observed electro-physiological phenomena may be 
explained by the above facts with regard to semi-permeable 
materials, for instance that of the secondary resistance of 
albumin noticed by Dubois Reymond in the Monatsberichte 
Besl. Akad. Vol. i. p. 816. 

These facts too help to explain how it is that damp mem- 
branes, may, under certain circumstances act as perfect 
insulators. . | 
f. The original paper may be consulted in the Zeitschrift für 
Physikalische Chemie, Vol. vi, pp. 71-82. 


CORRESPONDENCE. 
Electrical Miners’ Lamps. 


In your leader of 26th inst., you bring in the name of the 
Inventors’ Institute in a way that, in justice to the society, 
cannot be passed without remark. 

The Inventors’ Institute has nothing whatever to do with 
the promotion of companies, nor in any such commercial or 
financial business. But at its evening meetings it does put 
forward for observation and discussion inventions which are 
considered worthy of attention. 

On such occasions, also, it invites scientists outside of its 
own privileged list of members to contribute to a knowledge 
of the subject. Further, such meetings are presided over by 
some specialist of eminence. | 

It is therefore unjust to write in language inferentially 
attributing to the institute the promulgation of baseless 
claims for inducing the public to contribute to the financial 
benefits of promoters. 

As there was an ample display of M. Gauzentes’ inven- 
tions, it is to be regretted that these were not carefully 
studied by the writer of your leader. To defend statements 
is not my present intention, but I would take exception to 
the sweeping condemnations of primary batteries. 

_ We all know they have not established a commercial status 
in the face of the enormously superior general advantages 
possessed by the dynamo machines. 

Nevertheless, the pri battery has many 
qualities, that it is unjust to scoff at attempts to advance its 
capabilities. In the end, they may accumulate in the pro- 
duction by chemical evolution of electricity of, at least, a 
powerful competitor with steam engine produced electricity. 

ry batteries are not the only things upon which 
charlatans have gulled the public. e amount of money 
squandered on dynamos, arc lights, and electrical systems 
exceeds a hundred times the money extorted by speculators 
in primary batteries. There is admittedly value in a scientific 
combat, but condemnation by inuendoes is, in my opinion, as 
unjust as it is injurious. 
S. J. Mackie, Hon. Secretary. 
December 12th, 1890. 


[We utterly fail to punk our correspondent’s references 
to the Institute in which he holds the post of honorary secre- 
tary. Not a word in our leader can be construed as reflecting 
on it; indeed, the only mention of the Inventor’s Institute 
1s to the effect that the paper on which we commented had 
been read there, _ Again, Mr. Mackie’s strong defence of 
wg batteries is evidently made in. forgetfulness that a 
ew days before, in a letter addressed to a contemporary, he 
thus delivered himself :—“I have a pretty wide experience, 
extending over many years, of primary batteries, and I am 


Le Lg sweet on them, as the saying goes.” —Eps. 


Improvements in Telephone Switchboards. 


e! am glad that I have brought out Mr. Kingsb | 
. Kingsbury, and 
ro him for the trouble taken to initiate us in the mations 
his ee to his improved switchboard, and although 
ae nations in answer to my enquiries are somewhat un- 
satisfactory, they will do as far as I am concerned. 


“Scotland for Ever.” 


important 


No, I have always been considered, or looked upon, as a 
Scotchman, I am happy to say; but my letter of the 20th 
ult. having been written in England, caused me to write 
“ England’s Electricians,” otherwise I might have said, quite 
as appropriately, “Scotland’s Electricians,” or, probably, 
I am too well known by the most 
eminent electricians of the country for any invention or 


improvement of mine to be ridiculed by them, and, in fact, 
my inventive ropensities are so great, that I feel I should 


be a second “ Edison.” | | 

The savour of irascibility in Mr. Kingsbury’s letter does 
not agree with my stomach, probably its potential is wrong, 
and he may regret such b 


y and 
I am not now altogether decided that I will trouble you 


with the intended description of my system of switching, 
although such is an A B C matter to me, after the sarcastic 
and ‘ungentlemanly remarks in his letter in your previous 
isssue ; but if I do, it shall be in a manner interesting to 
electrical engineers, and not discreditable to—I better say, to 
be more accurate— | 


An Electrician and Engineer Nearly All His Life. 


P.S.—I wonder if the patent No. 7,465, in your issue of 
= 26th ult., is by the same party, as it may anticipate my 
schemes, 


January 3rd, 1890. 


_ [This letter is so little to the point that we cannot imagine 
Mr. Kingsbury giving it a second thought, and the corre- 
spondence on this subject may now with advantage be 
mn to an end. So long as it was confined to a discus- 
sion between men of long and varied experience the opinions 


expressed formed but it has now 


dwindled into mere inanity.—Eps. ELec. REv.] 


Force, Energy, Power, &c. 


In the last number of your journal, one of your corres- | 


pondents signing himself “ Foot-Pound,” indicates a geo- 


metrical process for giving beginners clear ideas as to force, — 


energy, power, and work. It is, unfortunately, impossible to 
accept “ Foot-Pound’s” mode of representation, for the power 
and the work being both represented by a volume, they. 
would be physical quantities of the same nature, which is 
quite inaccurate. In fact, the 


not be quantities of the same nature, since energy is repre- 
sented by a surface and work by a volume. 


In reality, energy is a physical rom of the same 
n 


electrical work, only 


nature as mechanical work, heat, a 
mechanical energy is measured by ch vo or kilogram- 
metres, thermic energy or heat by calories, and electrical 
energy by voltcoulombs or joules, | | 

E. Hospitalier. 


A Forecast of the Electric Railway. 


In the Illustrated London News for November, 10th 1855, 


there appears a description of a proposed submarine railway 
under the Straits of Dever, it was to consist of an iron tube 
built up of sections and made water-tight, and to be held 
down by mooring chains to the bed of the sea. The motive 
power the author of the scheme says might be electricity, and 


that the lighting might very evidently be the same medium. 
J. H. Gurney, Jr. 


Chromic Acid Battery. 


Should feel obliged of you would tell me the best propor- 
tions of the materials necessary for chromic acid battery (not 
bichrom potash). 

|  Tynesider. 


[Perhaps some one of our readers could give an‘ answer to 
this query.—Eps. Exec. Rev.] | 


power is the quotient of the 
work divided by the time, and not the work produced in the. 
unit of time, as the figure would lead one to think. Accord- 
ing to this mode of representation, energy and work would . 


1 


| 
| 
| 
| 
| 
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_ The Eleetro-Deposition of Copper. 
I notice in your issue of the 28th November a letter from 


Mr. John Hill referring to Mr. Wilde’s patents for making 


electro-copper rollers. I may say that some years ago I was 
for a considerable time connected with. the W 
Manchester, sang which period this process of producin 
compound iron and copper rolls was in full operation, and 
quite fe pe with Mr. Hill that the process proved.very well 
adapted for making calico- printing rolls and the like ; and 
that. it is, moreover, quite true that a large number of most 
excellent ‘rolls have been made this way, but, at the same 


time, it seems very misleading to confound what Wilde did 


do ko Digne Elmore by his method does do and can do. . 
ilde’s 
primary object was to cover with a coherent coat of copper 
the roll, the tube, the ram, or whatever the article was that 
he wanted to face or to protect, and the gist of his patent is 
the means employed to promote an intimate union between 
the copper and the surface of the iron core. He does not 
say one word about the production of copper-fashioned 
articles on detachable mandrils ; he certainly aad not practise 
such a manufacture, and I do not think ever contemplated it. 
His first patent, No. 4,515, 1875, chiefly relates to means 
for agitating the solution, so that vi À of the article 
being plated is evenly fed with the sulphate. In his second 
specification, No. 3,569, 1876, he describes arrangements for 
making up the total thickness of copper by several superim- 
posed coats or layers, the roller being removed from ‘the bath 
and burnished after each layer had been deposited, and so on 
till the desired number of coats had been reached and the 
required ‘thickness attained ; and it goes on to state in the 
specification that this was done with the double object of 
forcing the deposited copper into closer contact with the 
iron, and detecting any want of adhesion between the two 
metals. There is nothing here mentioned about making 
Pa cylinders to be used independently of the core; in- 
deed the only describes means for preventing 
the copper becoming detached from the iron. 

As a matter of fact, the plan of taking the roller out and 
burnishing at the intermediate stages of depositing was not 
followed, for, as Mr. Hill mentions, it was found that by 
‘simply stopping the deposition every few hours, and exposing 


the roll to the air for some minutes, a succession of coats | 


were produced which were not liable to strip from the core. 
Why this gain in adhesive effect should result from merely 
interrupting the continuity of deposit seems rather difficult 
to explain ; however, it certainly occurred. It is, I think, 
open to some doubt as to how far a burnishing action by 
itself really does promote adhesion between a coat of copper 
and the iron core or mandril, there can be no kind of welding 
action between the two metals, and although a moderate 
amount of pressure may have a beneficial result, through 


bringing more particles of = into intimate contact with 
i 


the iron; yet if the burnishing or condensing action is 


carried beyond a certain limit, the softer metal will expand, 


as a whole, and separate from the iron core, and Elmore uses 
exactly this arrangement to get his finished pipes and tubes 
off the mandril. As a matter of fact, I believe Wilde also 
made tubes sometimes this way, but they were accidents; and, 
of course, these tubes would be useless. His idea was to 
cover an article with copper, and not to produce a r 
article. Now the aim and methods of Elmore have been 
different. He saw that a demand was arising for homogenous 
seamless mn pipes, cylinders, rings, and such things, and 
- he set to-work to produce them, not by depositing the metal 
anyhow, and trying to consolidate it by external pressure on 
the exterior afterwards, but by causing the deposition to take 
place under the continuous pressure of a burnisher, which 
exercises a powerful squeezing action on the particles as the 
growth proceeds. The two systems of getting a dense deposit 
may, I think, be fairly com to the old method of getting 
a close grained ingot of steel by hammering it, and the later 
ractice of casting it under pressure. In one case the action 
is to some extent local, near the surface; in the other it is 
uniform throughout the mass. 
In Elmore’s patent, 4,499, 1885, the lines from 10 to 25 
very lucidly point out the object and the application of the 


continuous burnisher, and attention is directed to the fact.. 


that the article being produced builds up under this action 
with a homogeneous igrowth till it attains a finished size, 


ilde works at 


ocess was essentially a plating process; his — 


without there being any necessity to remove it from thg 
solution, thus preventing any scale or oxide oo to make 
layers or strata in the deposit. A pipe may be e a foot 
thick by this process, and the substance of the metal in thg 
inside inch and the outside inch, and in the interior will al} 
be of the same coherence and density, a result one could 
never hope to attain by any burnishing or rolling of thg 
finished article. | | 
- Elmore mentions Mr. Wilde’s patent of 1876 in his speck 
cation, and points out that they do not relate to the same 
thing. : 
nsbnits of the manufacture of plain tubes and 
cylinders. the travelling burnisher method renders possible the 
facile production of a vast number of copper articles and 
utensils used in the manufactures, and which now have to be 
built upand rivetted or brazed, with all the attendant danger and 


| re ag For instance, copper vacuum pans, brewing kettles, 
stl 


, jam boilers, boiling and bleaching kiers, &c., can be thus 
made with the metal homogeneous, dense, of great strength, 
and without seam, and almost: to the exact size and shape, 
and exceedingly cheaply, as almost crude copper can be used, 
and the attention required is small. Surely Mr. Hill would 
not imply that results of this kind conld be obtained by the 
methods he describes. No one admires the genius of Mr, 
Wilde more than I do, and I think the rising generation 
don’t half realise what he did do in the way of electrical 
development ; still, I don’t see that he in any way anticipated 


the Elmore process. 


Elmore is admitted to have introduced the practice of con- 
tinuously consolidating the metal during the act of deposi- 
tion. It is acknowledged that in this way he obtains very 
superior results, and it is eg to be a cheap and reliable 

rocess ; and, as far as I know, these are just the points the 
advocates of the Elmore Company have claimed for it. 


Percy R. Allen, 4.M.I.C.E. 
December 8th, 1890. 


[Our co ndent may. have sources of information not 
generally available which satisfies him of the correctness of 
his concluding remarks, but when he implies that there is 
a general acknowledgment that the results of the Elmore 
process are very superior and proved to be cheap, we are 
obliged to differ, for the simple reason that there is no in- 
formation generally available upon which such conclusions 
can be formed. Until articles produced by the Elmore i 
cess are in the market we do not see how there can well be 
any general acknowledgment one way or the other. Mr. 
Allen states very fairly the difference between Wilde’s and 
Elmore’s processes as contemplated by the respective patents, 
So did Mr. Hill. Only by reading the latter portion of his 
letter, apart from the rest, could any impression be formed 
such as Mr. Allen corrects. Differences on questions of 
fact we must leave our correspondents to settle, but we may 
remind Mr.jAllen that Mr. Hill stated in the letter we pub- 
lished on November 28th: “I have now before me a 400 
feet length of a copper wire turning, and an electro-copper 
cylinder, 36 inches long, and 5 inches diameter, produced 
in the manner described, 14 years ago.” Mr. Hill sent us 
a sample of this tube and turning. If it was an “ accident” 
it was a very substantial one. How much more useless it 
may be than a tube of similar size and section produced by 
the Elmore process we have no means of judging.—ÆEps. 
ELEC, | 


I see that the New York Electrical Engineer, in its issue 
of the 24th ult., gives me credit for proving, “in nearly two 
columns,” that “identically the same amount (sic) of copper 
is deposited, whether there be employed a current of a large 
number of amperes at low voltage or a smaller current at 4 
correspondingly high voltage.” Your contemporary will, n0 
doubt, think me very inconsistent when I say that I em 

hatically deny the truth of this general proposition, which 
he considers “so obvious that it should require no special oF 
long-winded explanation at this late day.” 

Is it too much to expect ordinary accuracy of statement 
on the part of writers on scientific subjects ? 


Desmond G. FitzGerald, 
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A Valuable Work for Reference, ilustrated with large 


LITHOGRAPHED WORKING DRAWINGS 


Of Locomotives and other Stock ; Bridges and all 
Kinds of Railway 


ANNUAL SUBSCRIPTIONS, IN POSTAL UNION, 14s. 
(Payable in Advance, including Postage.) Specimen Copy Post Free, 1s. 


OFFICES :—8, CATHERINE ST., STRAND, LONDON, W.C. 


Le MONITEUR des INVENTIONS INDUSTRIELLES 


16th YEAR. 


6 BOULEVARD DE STRASBOURG. PARIS. 


Siateon Pages, Half-Monthly, Illustrated. 


SUBSCRIPTION : 6s. Yearly, 8s. 6d. Half-Yearly, Post Free. 


. Published Every Morning. | 


PRICE ONE PENNY: 


AN INDEPENDENT FINANCIAL NEWSPAPER. 


DEVOTED TO THE INTERESTS OF SHARE: | 
HOLDERS AND INVESTORS. i 


IT CONTAINS : 


FULL CRITICISMS ON NEW COMPANIES, MEETINGS, de. | 
LATEST PRICES OF QUOTED AND UNQUOTED SECURITIES | 


MINING, INSURANCE, PRODUCE & SPORTING NOTES, ” 


DAILY EXTRACTS FROM THE REGISTER OF BILLS OF | 


SALE AND DEEDS OF ARRANGEMENT, 
SHIPPING INFORMATION. 


Scale of M for Advertisements can be ne on | 


application. 


AT ALL NEWSAGENTS AND BOOKSTALLS. 4 


MP RPL 


Offiees: 20, BUCKLERSBURY, LONDON, EU 
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THE JOURNAL AND KIKCTRICAL REVIEW SUPPLEMENT. XV_ 
Publications. | 


French Morocco, Gilt, Pocket Size, 4} in. by 3 in., 4s. 6d., Post Free. 130 Illustrations and Diagrams. And Edition, 
Revised and Enlarged By W. PERREN MAYCOOK, A.M.Inst.E.E. : 


PRACTICAL ELECTRICAL NOTES AND DEFINITIONS 
: | For the Use of Engineering Students and Practical Men. 


Conductors, Lightning Conductors and Electric Light Wiring Systems; Circuits, Ohm’s Law and Units, Definition of Unite; 
Magnetism ; Batteriez, Electrolysis and Thermo-Electricity ; Bells, Indicators, Switches, Alarms, &c.; Electric Lighting, Dynamos, 
Transformers, Lamps ; bag os ig Telephones, Signal Codes, Electric Clocks; Electric Transmission of Power, Elec Railways, 
Motors, Telpherage ; Rules and Regulations to be observed in the fitting up of. Electrical Installations, Phenix Rules, Electrical 
Engineers ‘(institution of) Rules. +, ‘ 


Cloth, 7s. 6d., Post Free. 4th Edition, Revised-and Enlarged. Numerous Illustrations. By JOHN W. URQUHART. 


: ELECTRIC LIGHT; ITS PRODUCTION AND USE. 


Plain Directions for the Treatment of Dynamo-Electric Machines, Batteries, Accumulators and Electric Lampe; Primary 
and Batteries; Thermo-Electric Batteries; Magneto-Electric Generators; Electro-Magneto Electric Machines, Dynamo- 


|- Electric Machines; General Observations on Machines, Transformers, and Electricity, Meters, Arc and Incandescent ee 
e 


Electrical ‘Distribution and Circuits; Measurement of the Are Light; Mathematical Notes; P S Lie and Cosh of 
Electric Light; Notes on Ship Lighting; Electric Light Wiring Tests. ~ 
See Cloth, 8s, 6d., Post Free. 177 Illustrations. By F. C. ALLSOP. 


ELECTRIC BELL CONSTRUCTION. 


A Treatise on the Construction of Electric Bells, Indicators and similar apparatus. : 
Electricity and Magnetism; Bells, Indicators, Relays and Continuous Ringing Attachments; the Magneto Generator and 
| Bell; the Detector. 


Cloth, 10s. 6d., Post Free. With Numerous Illustrations. W. G. McMILLAN, F.CS. 


A TREATISE ON ELECTRO-METALLURGY. 


_ The Application of Electrolysis to Art Work and the Refiaing of various Metals; Introductory and Historical, Theoretical 
and General, Source of Current; General Conditions to be observed in Electro-Plating; Pla Adjuncts and Disposition of 


Plant; the Cleansing and Preparation of Work for the no Vat and subsequent Polishing of Plated Goods; the Electro-Deposition 


of Copper; Electro-Typing ; the Electro-Deposition of Silver; the Electro-Deposition of Gold ; the Electro-Deposition of Nickel and 
Cobalt ; the Electro-Deposition of Iron; the Electro-Deposition of Platinum, Zinc, Cadmium, Tin, Lead, Antimony, and Bismuth ; 
Electro-Chromy ; the Electro-Deposition of Alloys; Electro-Metallurgical Extraction and Refining Process; the Recovery of 
Certain Metals from their Solutions or Waste Substances; the Determination of the Proportion of Metal in Certain Depositing 
Solutions ; a Glossary of Substances Commonly Employed in Electro-Metallurgy, Addenda. 


Crown 8vo, 3s. 6d., Post Free. New Edition with 307 Illustrations. By W. SLINGO, Principal of the Telegeaphists’ School 
of Science, and A. BROOKER, Instructor on Electrical Engineering at the Telegraphists’ School of Science. — 


ELECTRICAL ENGINEERING FOR ELECTRIC LIGHT 
| ARTISANS AND STUDENTS. — 


EMBRACING THOSE BRANCHES PRESCRIBED IN THE SYLLABUS ISSUED BY THE CITY AND GUILDS 
TECHNICAL INSTITUTE. 


Cloth, 4s. 6d., Post Free. 85 Illustrations. By JAMES SWINBURNE. 


PRACTICAL ELECTRICAL MEASUREMENT. 


together the book is an excellent one, the few points that have been objected to in this notice being almost the only ones that 
out of a large mass of matter have struck us as perhaps open to criticism.” —Electrician, February 15th, 1889. 

“ The author comes to his task, however, so well equipped by practical ience, that there appears to be a basis for his very pro- 
nounced confidence. His selection and treatment of the subject matter is decidedly ee and à amount of stereotyped matter, 
York) . usually ae indispensable to works on electrical subjects, is conspicuous by its absence.”—The Electrical Engineer (New 

“Taken as a whole, the book is a most readable and instructive one, and, with the illustrations, isa vatuable addition to the 
literature of a subject which is interesting to all in practical electrical work.”—Electrical World, New York, January 12th, 1889. 

It does not need commending; we have only to give the author’s name and that of the publishers.”—Electrical Plant, January, 1889. 


Leather, 5s., Post Free. By H. R. KEMPE, M.Inst.E.E. A.M.Inst.C.E. 


THE ELECTRICAL ENGINEER’S POCKETBOOK 
OF MODERN RULES, FORMULA, TABLES AND DATA. 


Cloth, 4s. 6d., Post Free. 41 Illustrations and 5 Tables. By F. B. BADT. 


INCANDESCENT WIRING HANDBOOK. 


Multiple Arc System; Three-Wire System; Methods of Running Wire; Location of Safety Devices and Switches; Fixtures and 
Elevators; Wire Gauges; General Electrical Data; Calculating Sizes of Wires; and two Appendices. 


Cloth 4s. 6d., Post Free. 70 Illustrations. By F. B. BADT. 


DYNAMO TENDERS’ HANDBOOK. 


; Arrangement of Power ; Dynamo-Electric Machines ; Diseases of Dynamos ; Lamps ; Instruments ; Circuits or Leads 
ulators ; Safety Regulations ; Table of Electric Light Conductors; Lamp Lighting Schedule; Construction Tools. 


Elementary Data 
Accum 


Cloth, 4s. 6d., Post Free. - 97 Illustrations. By F. B. BADT. 


BELL HANGERS’ HANDBOOK. 


Voltaic Electricity ; Description of Batteries; Elementary Data; Connecting Batteries; Battery Data; Electro-Magneta; Induction Coils ; 


Electric Bells; Annunciators; Electric Alarms; Gas Lighting Apparatus; Electric Heat Regulation ; 
. Running Electric Wires; Testing Instruments. 


Any of the above Books can be had Carriage Paid by sending a remittance for the price indicated to 


H. ALABASTER, GATEHOUSE & CO, 22, Parennosten Row, Lonpon. 
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ELECTRICAL REVIEW SUPPLEMENT. 


[January 9, 


LIMITED, 
GENERAL ENGINEERS 


AND 


IRONFOUNDERS. 


DynAMos FOR CONSTANT CURRENT, 
OR FOR CONSTANT POTENTIAL é' 
Hien SPEED ENGINES AND Dynamos. 
ELectric Motors. 

Arc LIGHTING AND SxH1p LIGHTING. 
ALTERNATING CURRENT DYNAMOS AND TRANSFORMERS. 
CoMPLETE PLANT FOR CENTRAL STATIONS. 
TELPHER ELECTRIC RaAILWAYS. 
ELECTRIC LOCOMOTIVES AND TRAMCARS. 
 ELECTRICAL PLANT FOR TRANSMISSION OF POWER. 
ELECTRIC: CRANES. 

ELecTRiC Hoists AND Lirts. 
SWITCHBOARDS FOR CENTRAL STATIONS. 

MEASURING INSTRUMENTS. 


J. GRICE STATTER, . 
EDWARD Managing Directors. 


Percy E. SCRUTTON, Secretary. 


Dear Sirs, 


{ 7 THE TECRGRAPHIC JOURNAL 
ELECTRICAL ENGINEERING CORPORATION, 


Telegrams: 


STATTER, WEST DRAYTON. 
JABLOCHKOFF, LONDON. 


West Drar yton, 


Near LON DON, 10081 | 


Alliance Engineering Works, 


LONDON OFFICES & CONTRACTING DEPARTMENT, 


Princes Mansions, 


68, Victoria Street, S.W. - . 


FACTORY FOR ELECTRICAL SUPPLIES, | 


Albert Works, 


86, Albert Embankment, . 


TELEPHONE No. 3138. _ 


Yours faithfully, 


J. G. STATTER,) 
E. MANVILLE,S 


FIRE WEST DRAYTON. 


A rather extensive Fire occurred at our West 
Drayton Works on the morning of the 6th inst. 
We know you will regret to hear that 
misfortune has- happened to us, but..we take this : 
opportunity o if ‘assuring you that our remaining 
manufacturing resources will enable us to execute 
promptly all orders entrusted to us. er 


We trust you will continue to support us at a 
time when work might be sent elsewhere owing to an 
inadequate knowledge of our resources. 


anaging Directors. 


THE ABOVE IS A COPY OF A CIRCULAR WHICH HAS BEEN SENT TO 
CUSTOMERS; SHOULD IT HAVE FAILED TO HAVE REACHED ANY OF THEM 
THEY ARE REQUESTED TO KINDLY TAKE THIS AS A NOTICE. 
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APPLETON, BURBEY 


BALMORAL BUILDINGS, 91, QUEEN VICTORIA 


STEAM WORKS, HATTON GARDEN. 


ELECTRICAL MANUFACTURERS, 
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THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW SUPPLEMENT. po” 


IMPORTANT NOTICE. 


TELEPHONES. 


EXPIRY OF BELL’S PATENT, DECEMBER cb, 1890, 


the “UNIVERSAL” TELEPHONES after the above date WILL EMBODY ADDITIONAL 


THEY ARE SOLD OUTRIGHT! NO RENTAL! NO ROYALTY! : 


| Suitable for Long or Short Distances, Outdoor or Indoor. © = 
LINES ERECTED AND MAINTAINED IN ANY PART OF THE KINGDOM. ESTIMATES FREE. UPWARDS of 6,000in DAILY USE. 


N.B.—Catalogues containing upwards of 300 Illustrations will be ready shortly. 


THE isteach TELEPHONE CO., 11, Queen Victoria Street, London, E. C. 


Ae S OIL ENGINE 


(Priestman’s and Humes’ Patents). 
USING COMMON MINERAL OILS ONLY. 


SPECIALLY SUITABLE FOR ELECTRIC LIGHTING. 


MEDAL AWARDED, 
EDINBURGH, 1890. 


$$ NOOCOAL. NO GAS. NO STEAM. NO BOILER. 
NO SPARES. NO SMOKE. NO DANGER. 
— No extra charge made for insurance. 
| FIRST PRIZE AWARDED FOR SMALL FARMER'S MOTOR, PLYMOUTH, 1890. 
sane Fullest Particulars on application to— 3358 
Works :—HULL. PRIE STMAN Bros., Ltd. 13a, QUEEN. VICTORIA ST. 
CHARLESWORTH, HALL &Co. 
 Glectrical Gngineers, | 


OLDHAM. 


RICHMOND HILL IRON WORKS, 


SILVER MEDAL, BARCELONA, 1888. 
MAKERS OF 
AGENTS, 
N&Co., 


HIGH. SPEED ENCINES, 


DYNAMOS & MOTORS, 
SEARCH-LIGHT PROJECTORS, &c. 
SHIP LIGHTING A SPECIALITY. ___ 


Complete Installations 
all kinds. 
Estimates on Application. 
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The following sizes of are 


kept in stock or in progress. 
Lamps. Amps. Volts. Speed. PRICE. 
ae. | 180 90 100 | 1020 £99 
= | 220 120 100 880 #121 
= | 400 200 100 825 £170 


PROJECTORS IN STOCK. 
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WESTERN ELECTRIC 


MANUFACTURERS OF 


TELEPHONES. 


| “WHOLESALE ORDERS ONLY 
ds | 79, ‘COLEMAN STREET, LONDON, EC: 
GHICAGO, NEW YORK AND ANTWERP. | 


CENTRAL STATIONS. 


CROMPTON & COMPANY, LIMITED, ane erected, or are now “| 
erecting, Central Stations, and manufacturing machinery for ne . 
to supply 


321,000 LAMPS. 


This sonia two-thirds of the total horse- -power being put down 
in this Country for Continuous Electric Supply, or in other words, | 


100,000 LAMPS 
: MORE THAN ALL OTHER LOW PRESSURE SYSTEMS COMBINED. 


Full information on the latest developments of Electrical Engineering and Tenders for Central Stations of 
any magnitude, can be obtained by applying to— 


CROMPTON & CO. Ltd. | 
‘MANSION HOUSE BUILDINGS, LONDON, E.C 


Works :-CHELMSFORD & LONDON. 


311 


| PATENT | 
-R 


THE “ELECTRICAL REVIEW.” 


Tus Self-Binder, or Reading Case, is intended to hold ELECTRICAL 
Reviews of any number until the half-yearly volume is cou 
pleted and ready for permanent binding, the width of the | 
back being widened or contracted by sliding the back cover 2 : 
or out as desired. 

To be obtained at the ELscrricaz Review office, 22, Pater 
noster Row, London. 


Price 6s., Post Free (in Great Britain) 6s.6d. . 


Cheques and Money Orders to be made payable to H. ALABAST#® D 
the latter on Chief Office, London. al 
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IN STOCK 


9, 1891.] 


50, 000 ft. 11 mm. {2in. CORED CARBONS Ê aid. per ft 
30, 000 ft. 99 Gi In. SOLID 99 | | 

50, 000 ft. 12 12 in. CORED ad per ft 
30,000 ft. 6in.SOLID _e,, 


SPECIAL RATES QUOTED FOR QUAN TITIES. 


6 PAIRS OF EITHER {1 or 12 nn, FOR TRIAL, SENT ON RECEIPT OF POSTAL ORDER FOR 2s. 


UN ITED, LIMITELD, 


Own Hi, Plecadilly, — YORKS ; Cornbrook Telegraph. Works, MANCHESTER; Strand Works, CHISWICK, W.; 
is - Union Foundry KIDSGROYE. 
| 3 . 


REID 


(ED. | 12. WHARF ROAD. CITY ROAD. LONDON, IT. 
| 3 TELEGRAPH ENGINEERS AND OONTRACTORS 

ons of “Por the Supplying, Resting, and Laying Down Under-Ground Wires both for 

TELEGRAPHS AND ELEOTRIC LIGHTING 

PNEUMATIC TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. : 

| Ars OF RABGLIFFR'S PATENT ELECTRICAL SIGNAL LOCKING APPARATUS. 

C PATENT TELEPHONIO WIRES 

sows TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 


MARUFAUTURERS OF SUBMARINE CABLES, WIRE, RON POLES, INSTRUMENTS, BATTERIES, INSULATORS AND STORES OF EVERY DESORPTION 
Conteacts entered into for the Supply, Construction, and of Teleguagh Lines. | 


LIMITED. 
Telegrams: “CALLENDER, LONDON.” Telephone, No. 4488. 
LIVERPOOL : 36, Dale Street, 
Works: ERITH, KENT. Telegrams: “OALLENDER, PICARDY.” Telephyne, 
UNDERGROUND MAINS 
LAID COMPLETE ON CALLENDER-WEBBER OR SOLID BITUMEN SYS TEMS 8. 


LEAD SHEATHED WIRES AND CABLES 

FOR UNDERGROUND WORK, HOUSE AND FACTORY MAINS AND SHIP WORK. 
| Concentric Cables-XARMOURED-Metal Sheathed. 
AHDRIAL CABLES. 


101, Leadenhall Street, LONDON. 


READY FOR IMMEDIATE 


WOODHOUSE RAWSON 


ss, QUEEN VICTORIA STREET, LONDON, E.c. ‘4 


CALENDER BITUMEN TELEGRAPH & WATERPROOF 
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VERITY'S PATENT “QUICK MAKE & QUICK BREAK” 


ONXERS of the BERNSTEIN SYSTEM of ELECTRIC LIGHTING 


JOHN & Wm. ROPER, BRADFORD, Yori 
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Are the best in the 7 A Stock always in hand with China or Brass Covers, or Special Cast 
Work suitable for High-Class Decoration. 


DATENT “SAFETY” SAFETY cur-ours| | 


Best and cheapest in the Market. ee use, it is impossible to place a large fuse in a block intended for a 
smaller size is result is not obtainable with any other Cut-out. 


VERITYS ELECTRIC LIGHT FITTINGS. 


The largest Stock and most varied assortment in London. 


KING STREET, COVENT GARDEN, W.C.; and 187, REGENT STREET, W À 


TELEPHONE 2648. Telegrams: “ELECTROLER, — 


FOR 


' DRIVEN BY SELF-CONTAINED ELECTRIC MOTORS, ë un 


ELEOTRICAL REVIEW. | 


INDINGS AND CASES.—Subscribers and others 
their half-yearly numbers bound genes 
Cloth at the rate of 8s. 6d. per volume. Cases for À gs are 
also supplied at 2s. a. each.—22, PATERNOSTER Row, Lonpown. 


THE BERNSTEIR ELECTRIC LAMP CO, 


(LZIMITHD), 


2, MARLBOROUGH MANSIONS, VICTORIA ST., LONDON, 8 W. 


Janu 


The lamps of of low 


E EILING ROSE 
entirely free from the claims of other companies. 1x BELL PRESSES, 0 SES, 4-55 


SWITCHES, FUSES, 
CUT-OUTS, LAMP-HOLDERS, 


BRASS, GUN METAL, | Earthenware Appliances for 
PHOSPHOR BRONZE 


CASTINGS 


BLACK OXIDE CARBON BATTERIES, 


ING oT S, Complete, in 8-inch Glass, from 1s. 
PHOSPHOR TIN, 


‘* ALBION” BRAND, 


BURCKHARDT & Mulda, Germany. 


WILKE'S 
SOLE IMPORTERS B00K if | 
(2 


Ol, FORE LONDON: 


ROPER 


Used for the last six years with the greatest success. 
GOLD MEDALS AWARDED. 


Cheap, E Efficient, Strong, Silent. No Sparking! No Overheating! 


ILLUSTRATED CATALOGUES. AND PRICES ON APPLICATION. 


J & J. HUGHES, 


ALBION METAL WORKS, \ 
WOODCOCK STREET, 
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INCANDESCENT LAMP. 
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GULCHER ELECTRIC LIGHT POWER 


ARE NOW MANUFACTURING SPECIALLY FOR THE ae. 


JOSHPH BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY Tena 


For Thirty years these manufactures have been celebrated for a high degree of vitrefaction combined with great to 


Brown Stoneware. White Stoneware. Brown, Foreelain. Porous Pilnke. 
. Bconomy Strength and Durability combined. | rise Medal, Paris Electrical 
Special for Telephone and Lighting Wires. 


Works: DENBY POTTERY, NEAR DERBY. 
London Office: NEW 8T. PANCRAS STATION EUSTON ROAD, NW. aah 


RAMSDEN, CAMM & CO. 


BRIGHOUSE. YORESHIRE, 


MANUFACTURERS 


TELEGRAPH, TELEPHONE AND CABLE WIRE, 


RC?  Contractors to H.M. Postmaster-General, the Indian and Colonial Governments and leading Railway Companies — 
B. SPECIALITIES :—FINE SIZES OF H.C. COPPER, GERMAN SIL YER, &c., WIRES. 


THE WOODSIDE 


2 WATTS PER 

FROM 

200 to 2,000 C.P. 


WOODSIDE Co. 


KELVIN BRIDGH, GLASGOW. 


Telegraphic Address : “INCANDESCENT, GLASGO.V.” 
PRICES ON APPLICATION. 


These Lamps were ‘used for Lighting Grand Concert Hall, &c., 
Edinburgh Electrical Exhibition. os 


Iron and Ateel Wire Drawers and Galvanijers. 


BATTERSEA BATTERSEA 
DYNAMOS. MOTORS. 
Lights, £179 26 RP. £176 
wm, £290 
or | | 

4) HP. 4266 
2320 5 Br 


j 


For and Partita THE MANAGER, BATTERSHA FOUNDRY, 5. VU. & 


à 


— 
4 ii 
HES | 
TS, | To a" | 
GS. 
Wp, | 
| 
| 
wn, | | | 
4 
| 
| | 
+ . | | 
2 
Vita! s} a ° | 
| 
| 
| 
| 
| 
| 
| | 
1 | 
RIES, | | 
is. | 
»rmany. | 
4151 | 
> | } | 
OW Vi, + \ | 
} 
| | 
ating! 
| 
. » 
| 
? or 4 | | 
= $$$ $$$ $$$ 


À STOKES & Co. 


Machine Scretus, Sinds, & Small Turned 
Barts, SS 


| For TELEGRAPH ENGINEERS, OPTICIANS, MATHEMATICAL, SURGICAL, 
MUSICAL INSTRUMENT, TRUSS and CHANDELIER MAKERS, 
STATIONERS, SUNDRYMEN, &c., Sc. 


BRASS AND COPPER SCREW WORKS, ==> 
GREEN STREET, 


-Derirenp, BIRMINGHAM. 


ESTIMATES GIVEN TO PATTERNS. 


INSULATING 


Pure Para Telegraph Strip, Insulating Tape, &c. 


VULCANITE & EBONITE. 
CELLUVERT FIBRE. 


SHEET, RODS, OR TUBES. SPECIAL REQUIREMENTS MADE TO ORDER. 
VULCANITE CELLS AND PATENTED SEPARATORS FOR SECONDARY BATTERIES. 


| 
À 


l'ulented Non-Stretching Pure Rubber Insulating 1 ape. 
Rubber Goods of all kinds for Electrical Purposes. 


PATENT, COTTON “SIMPLEX” BELTING | 


or DYNAMO, MAIN, and OTHER DRIVING. 


| 
1 


| 


Valves, Sheet Rubber, Hose Pipes, Fire Hose, Chemical Appliances, Waterproof Garments, and all kinds | 
| India-Rubber Goods in Stock, and to Order. 


PRICE LISTS ON APPLICATION TO 


DAVID MOSELEY SONS, 


CHAPEL FIELD WORKS, 
ARDW ICE, MANCHESTER. 


2, 4, & 6, New Brown St., MANCHESTER. | 57, Miller Street, GLASGOW. 
14, Aldermanbury Avenue, LONDON, E.C. 20, Rue des Marais, PARIS. | 


14, Place Sainte Gudule, nb 
29, Ki Reichenstrasse, HAMBURE 
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SG. PrP. WALL, 


MAGNETO WORKS, SHEFFIELD. 


SPECIALITIES if STERL and STEEL WIRE adapted to the INSTRUMENT and ELECTRICAL TRADES. 


MAGNET STEEL of the highest efficiency. 
SWEDISH IRON, ABSOLUTELY PURE AND DIAMAGNETIC. 
TOOL STEELS—ALL DESCRIPTIONS. 


coLD ROLLED STEEL in all dimensions, COLD ROLLED STEEL tempered and polished in strips. | 


SPRINGS, HELICAL, SPIRAL, OR TO PATTERNS. 
Best Round Steel Wire Polished in Lengths or Coils, all gauges. Le Wire, Polished and Plated Music Wire, 


THE WORKS 


Head Office & Showrooms: 17, PRINCES STREET, HANOVER SQUARE. Factory : FERDINAND STREET, CHALK FARM, N.W. 


ELECTRIC AND TELEGRAPHIC ENGINEERS AND CONTRACTORS TO H.M. WAR OFFICE 
ADMIRALTY, G.P.0.. LONDON COUNTY COUNCIL, &c. 


MANUFACTURERS OF COCKBURN PATENT LOCK AND QUICK BREAK SWITCHES. so 


Main Swritchboards, Cockburn Patent Cut Outs and Fuses, Electrical Accessories. 


IMPORTERS OF FINE AND ACCURATE 


QUICK SPEED 


AMERICAN MACHINERY TOOLS 


LATHES, &o. 
DRILLING MACHINES 
WITH ONE MICROMETERS pink TOOLS IN GREAT 
OR MORE SPINDLES. ons 
DRILLS. — SEND 1s. FOR ILLUSTRATED CATALOGUE. 


CHARLES CHURCHILL & Co. Ltd. 


21, CROSS STREBT, FINSBURY, LONDON. 


THE NEWTON ELECTRICAL ENGINEERING 
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AND 


MOTORS. 


Highest Efficiency ; Beauty of Design; Moderate 
Speeds; Best Workmanship and Materials. 


NEWTON & HAWKINS’ 


PATENT 


AUTOMATIC SWITCHES. =, 


NEWTON ARC Lanes. 


And every Requisite for Electric Lighting 9 
and Transmission of Power. 


Telegrams: “ARC.” TAUNTON. 


MILLING MACHINES, 
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xviii - | THE TELEGRAPHIC JOURNAL AND FLECTRICAL REVIEW. 


Actuated by STEAM, WATER, HOT AIR, PETROLEUM Ok, &o. 


FOR ELECTRIC LIGHT INSTALLATIONS, INDUSTRIAL, DOMESTIC-AND STABLE MACHINERY: WATER RAISING, aad 


[éanuary 9, 


BAILEY’S PATENT HAAG’S PATENY 


| “BAILEY-FRIEDRICH” SAFETY STEAM MOTORS. HOT-AIR ENGINE. HIGH-SPEED STEAM ENG, 
{nexplosible Stexdy-Running, and Portuble. Consumes 2 quarts of water per H.P. per day only required! | 


HAAGS’ PATENT HAAG’S PATENT BAILEY’S PATENT BAILEY’S PATENT BAILEY’S PATENT 


WATER MOTOR. HIGH-PRESSURE WATER MOTOR.  “ THIRLMERE” WATER MOTOR.  HYDRAULIG ORGAN BLOWER WATER MOTOR PUMPING ENG 
: May be driven by Town’s For use in Mines, and places Much À A installation nn 7e OR WATER ENGINE. For Lifting a portion of tr d 
| re or other available where D water LÉ mi moe, and sm Mostly used for driving the which drives L eo ere 
water supply. are a Elect Feeders of Pipe Organs. higher 


JUST PUBLISHED.—“ BAILEY’S MOTORS,” an Illustrated Catalogue of the various Motors manufactured by W.H.B.§ Co. Post Fre, {i 


W. H. BAILEY & Co, Ltd. Manchestgp 


ROBEY & CO.’S 


4 


Engines 


COUPLED COMPOUND HORIZONTAL FIXED ENGINE, FITTEO WITH 
PATENT TRIP GEAR, 


HIGH-SPEED ENGINE, BOTH VERTICAL ano 
AND DYNAMO. 


| 
Ex 
| | 
= EF à 
| 
| 
| [TAN \ | à ~ 
| | 
| 
+ 
| | 
il 
| ¥ 
| 
| 
| Pre 
| 
| 
| | 
| 
| | 2 | 
4 | is | |-- 
+ F IMPROVED COMPOUND ROBEY” E 
# 
| | 
| 
| { | à 
>» 
| | | )\- 
| HORIZONTAL COMPOUND ENGINE. = 
ROBEY & CO., GLOBE W LN: 
ORKS, LINCOLN 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. | xix 
CHEMICALS. 


ALL KINDS FOR ELECTRICAL WORK, and also for INDIA-RUBBER & ah ks ge MANUFACTURERS, 
Supplied and Shipped at shortest notice 


G. BOOR & Co. 1 & 2, Artillery Lane, Bishopsgate, LONDON, E. C. 


SONTRAGTORS TO THE POST OFFICE, WAR OFFICE, ADMIRALTY, INDIA AND WEW ZEALAND OFFICES AND LEADING TELEGRAPH COS. 


. Sheets, Rods, Tubes, Cells, &c., for Electrical Purposes, 
\ | | | THE NORTH BRITISH RUBBER CO., LIMITED, 
Edinburgh; London, 57, Moorgate St.; Manchester, 76, Charlutte St. 
Liverpool, 9, Lord Street; Glasgow, 106, Buchanan SL ; 
Newcastle-on-Tyne, 39, Grainger St.; Leeds, 65 & 66, Briggate. y 


NEWCASTLE-ON-TYNE, 
Glectrical and General Engineers, 


TYNE DYNAMOS, 
JYNE ARC LAMPS, 
TYNE TRANSFORMERS. 


Complete Installations erected b experienced men at 
home. and abesed, 


| SPECIAL TERMS TO THE TRADE. | | 
Complete Catalogue on application. a 4 


MANCHESTER : Buildings. “ Ampére,” Manchester. 
; Free, ts HUDD&RSFIALD : Lancaster Yard, Cloth Hall St. “ “ Dynamo,” Huddersfield. 
? GLASGOW : 53, Waterino “ Roots,” Glasgow. 
NEWCASTLE-ON- TYNE: Works, Newc wstie-on- | 
OHANNESBURG SOUTH AFRI “M ohannes- P 
| 
_ 
4 | FD. 


Highest Award MELBOURNE INTERNATIONAL st 1880.—First Prize and Special Mention for Excellence for Engines 
NEW ZEALAND INTERNATIONAL EXHIBITION, 1890.-Awarded six separate Highest Awards for their six specialities exhibites, 


BRITANNIA IRON WORKS, GAINSBOROUGH. . 


London Offices, Show Rooms & Stores :—MARSHALL’S BUILDINGS, 79, E.C. 
Telephone No. 6,648. MORE THAN = 


ENGINES MADE AND SUPPLIED. 


Portable and | Senet: Pertsbie Engines, with _ Underneath Engines, Simple and Compound, tor Extreme 
Automatic Expansion Gear. Economy in Fuel. 


GA. 8. & CO. KEEP A LARGE STOCK OF ENGINES Go, OF ALL SIZES AT THEIR LONDON DEPOT FOR IMMED 


Vertical Engines and Huilers. 


IATE DELIVERY ON SALE OR HIRE. 


.… Fixed Engines, with Disc Crank, Single 19 to 8 H.P 
Coupled Die Crane. al, 


New with Current Prices, free on apolication. London: 
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SECTION OF SHEETING. 
NS 
PATENT 


Made from 1-Ply for Cylinder and Paced Joints to any thickness for uneven surfaces. 


The above, which can only be obtained from this house, is | The Centre from which the requisite elasticity is cbt! 


‘recognised as the Most Efficient dnd Economical Jointing 
Material in use. It is composed of a specially-prepared 
India-rubber Compound, protected by a covering of Yul- 
canised Asbestos Sheeting, asshownabove,andasit . 
is the only Jointing Material which adequately 
combines PERMANENT ELASTICITY WITH 6 
HEAT RESISTANCE, the advantages it 

possesses will at once be seen. 


used many times over, 
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will adapt itself to uneven surfaces to which it maya] 
plied, and allow the expansion and contraction te fghm 
taken up. The covering being of Asbestos Cloth, imp} 
a protection to the centre and so prolongs lists 

ticity. For Manhole, Mudhole, Steam Ma 
and Mash Tun Door Joints it is unequaled, 
and if applied as directed ring 
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DEPOTS | 
HULL: Humber Dock ## 
Basia, 


| DEPOTS 

MANCHESTER: Cable Street, 
Blackfriars, 

LIVERPOOL: 2, Strand St., James St, 


BELL'S ASBESTOS BELL’S ASBESTOS 
BOILER PRESERVATIVE | YARN & SOAPSTONE PACKING 


.: Will effectually keep Boilers clean and re- Is the BEST LOCOMOTIVE PACKING made. 
. move any Incrustation, without injury 
to the Boiler Plates or Fittings. 


Will reduce 
loss by radi- 
ation, and 
saves 40 per 
cent. of fuel. 


COMPOUND HYDRAULIC PACKING | —— 


18 SPECIALLY SUITED FOR 
HYDRAULIC MACHINERY, ACCUMULATORS, AND AMMONIA 
AND ALL PUMPS. 


Is sent out 
dry in bags 
therefore 


Pn, 
Others sent 
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Every Cask is sent out as above, 


LA 


ASBESTOS 


| 
| 
On BELL’S 
Wa RK LON» GLASGOW: 35, Robertson Simi 
BELFAST, DUBLIN, ANTWERP, BERLIN, | BARCELONA, TRIESTE, LISBON & GEM | | 
| AGENTS.—BIRMINGHAN— BELL & Co., 7, John Bright Street. CARDIFF: BELL & Co., West Bute Stresgy q 
BELL’S ASBESTOS. 
NON-CONDUCTING COMPOSITION: 
' | An AS? S 
| Any customer shown, is earnestly re- 
| Oll soldasBell’sAsbestos À. quested to forward us 
| Lubricant, & Cask, Drum, sample and particulars Ÿ NE 
or Corks not marthas of where obtained. 
| WORKS ite \ > 4 | 
Drums are marked as above, D y Au Corks are sealed 2888 
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ADVANTAGES: OF ASBESTOLINE.. | 

ASBESTOLINE is the most efficient Lubricant for all bearings. 
| ASBESTOLINE is the cheapest Lubricant. : 
ASBESTOLINE saves from 50 to 90 per cent. of the Cost of Oil. 
ASBESTOLINE is the Cleanest Lubricant. 
ID ASBESTOLINE is favoured by Insurance Companies. 

D ASBESTOLINE is the most Inodorous Lubricant. 
| ASBESTOLINE is the safest Lubricant, its flashing point being 700 F. : 
ASBESTOLINE has beaten all other Lubricants in making trials. 

ji | ASBESTOLINE is applicable in and out doors in every climate. 

{ih boys ave labelled as above. ASBESTOLINE requires no special application. 


ASBEST( 


ty is obtain) ASB LINE, to meet all circumstances, is made in four BESTOLINE C. is for use in climates, both ashore  : 
it maybe OÙ 3 and afloat. It is also invaluab in works in this country 
pd =. ASBESTOLINE A, is specially adapted to ordinary Land when the temperature is high. | ; | 
rolongs its dan Engines and Machinery, in and out-door, in this country. | ASRESTOLINE CC, is for use on éalenders, paper _ | 

Steam Pa! ASBESTOLINE B, a little more solid, is for use on Steamshi machines, &c., where bearings are heated by steam _ ao 
| in temperate climates land when it is desirable — and sometimes is advantageously aed 
a ring aah) have Lubricant stiffer than 4 : | 
> t & The reputation of Asbestoline as a lubricant of the highest efficiency in every kind of machinery is established, and it has never been equalled by any other lubricant 


in the numerous cases of special difficulty in which the best oils are ineffectaal. This reputation is growing daily, because it is based on the experience of 
thousands of users under the severest circumstances any lubricant has ever been subjectei to, and not on mere laboratory tests and professional analysis 
of insignificant quantiti It is used with marked success in Steel and Iron Works, Collieries, Cotton and Wool Mills, and other Textile Manufactories. In Corn Mills it 
has proved invaluable on the roller and other modern machines. In Saw Mills, on Machines going up to 5,900 revolutions per minute, ite work has never been app: cached 
by any ether lubricant. On Electric Lighting Machinery, and in Steamships of all sizes throughout the world, the success of Asbestoline is unequalled, M-ny engines and 
machines of all descriptions give trouble and show bad results ,both in working and wear, when.the system of lubrication has not received due censideration. 

‘firms of the highest standing have given to it their powerful testimony and support. 


SUPPLIED IN KEGS, 28 lbs., 56 lbs., or 112 Ibs. 


SPECIAL TERMS FOR LARGE QUANTITIES. | | 
IMPORTANT TO EXPORT MERCHANTS.—One Pound of “ Asbestoline ” equals 2 gallons of Oil weighing 18 Ibs, 


oF 


label as above, and bears our 


Under this registered title are included the inventions of Mr. Field, and experience has provedithem to. be 
THE MOST EFFICIENT, DURABLE, AND ECONOMICAL PACKINGS ever made. They constitute such a 
combination of Asbestos and India-rubber as secures the maximum of elasticity and heat resistance, and they 
are therefore UNEQUALLED FOR EVERY KIND OF ENGINE. These Packings are being universally used by | 
most of the leading Steamship Companies throughout the world for ordinary Compound, Triple, and Quadruple : 
Expansion Engines of the latest type. These Packings are composed of Rolled Asbestos Cloth, but the India- 

rubber is placed in two forms to suit various cases. | 


K=” In ordering, state whether square or round required. 1 


BELL’S ASBESTOS COMPANY, LIMITED, 


SOUTHWARK, LONDON, SE. | 


DEPOTS:—MANCHESTER : Cable Street, Blackfriars. LIVERPOOL: 2, Strand St.. James St. HULL: Humber Dock Basia. 


a | GLASGOW: 39, Robertson St. DUBLIN, BELFAST, ANTWERP, BERLIN, BARCELONA, TRIESTE, LISBON, & GENOA. 
| BRLL & 1, John Bright trot BRISTOL: ROBERT STOTESBURY, 114, Redeliff Street 


CARDIFF: BELL & 0., West Bute Street. 
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LIMITED, 
Manufacturers, 


24. CHARLES ST, HATTON GARDEN, 
LONDON, E-C-. 


TWO MEDALS 


AWARD HD 
For Excellency of Manufactures, 


| PARIS INTERNATIONAL EXHIBITION, 1889, 2%) 
BRITISH ASSOCIATION STANDARD THREAÏ 


ALL THESE GOODS ARE SHOWN IN FULL SIZE AND KEPT IN STOCK. ‘1 
J 3 294 295 296 297 298 303 304 305 306 307 308 486315. 34 35 36 37 38 39. 32) 


THESE SCREWS ARE CUT FRCM £0LID STRAIGHT DRAWN METAL we OUR PATENT AUTOMATIC MA CHHMË 


| 
352 355 354 55 356 367 358 359 360 365 366 367 368 ‘369 370 37! 72 
378 379 380 38] 354 385 
| --- N95 
| 39 392 393 394 395 396 397 398 2 
= | { 
404 405 408 407 408 409 410 All 4 
| 417 418 413 420 4el 422 423 424 4 
= =: = == = | 
| — = = = 
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SILVER MEDAL. INTERNATIONAL. EXHIBITION. 1880. | 
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Beg to give notice that for the convenience of 
customers to whom the West End of London _ 
is easier of access than Dalston they have now 
BRANCH OFFICES and SHOW- 
ROOMS at 


3, PRINCES MANSIONS, 


VICTORIA STREET, WESTMINSTER, . | 
L Where Samples of their manufactures, and 


ha good assortment of Fittings s uited for 
Installations, will be always : 


ÆRIOE List |. 
POST FREE : PRICE LISTS POST FREE, . i 
| on Special Terms 


GLASGOW BRANCH -— 


137, WEST. STREET, GLASGOW. 
WEST END BRANCH AND SHOWROOMS: 


8, Prinoes Victoria Street, WESTMIN 


Selephone 60.6499. ‘ESTABLISHED 1870, “ Flexible, Londen.” 


PHILLIPS BROTHERS, 
AND WORKS: THE HACKNEY WICK, LONDON 2 


MANUFACTURERS OF CABLES, WIRES, &c., 79 ANY 


and Compoand Wire of every decription for Telephone and Bell Wer. 
FANOY BRAIDED WIRES OF EVERY DESORIPTION. 
AND. COVERED WIRES FOR DYNAMO MAGNETS, de, de. an 


LAURENCE, SCOTT & Co., Ltd., 


Glectrical Gugineers, Manufacturers & Contractors, 
| | GOTHIC WORKS, KING SF, NORWICH, 


AND “D” TYPES. 


CONTINUOUS CURRENT TRANSPORMERS. | 
MOTORS | 


Wound Dynamos to chargé cells indsüpply constant 
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Works: Biivertown, Essex; Persan-Beaumont, France. 


TÉLÉGRAPE . ENGINEERS AND MANUFACTURERS 


IMSTROMENTS.—* Morse” Inkers, Ksedle, 


STORES AND AFPARSTUS or: EVERY DESCRIPTION. 


_TORPEDO . RATUS. 
Patentess and Manufacturers of for Harbour and Coast Defences, : 


BATTERY.) 


bi A Constant Battery for Mining and Biastiig Purposes. 


NULOANISED IN RUBBER. 
VALVES SHEET, BUFFERS, SPRINGS WASHERS WHEEL TYRES CORD TUBING, AND DOOR AND CARRIAGE Slim 
INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 
INDIA RUBBER ond OANVAS STEAM PACKING — ROUND, SQUARE, and SRE 
INDIA RUBBER MAQHINE DRIVING BANDS. 


"WATERPROOF GARMENTS AND FABRICS: 


—— 


| LONDON. E.; PERSAN- BEAUMONT, 
London Office—106, CANNON STREET, E.O. | 
CANNON STREET, EC. 
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